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PREFACE. 



The general awakening of the community to the 
importance of the arts of sanitation — accelerated by the 
rapid growth of cities and the new problems of urban 
life — demands new and accurate methods for the study 
of the microbic world- Bacteriology has long since 
ceased to be a subject of interest and importance to 
the medical profession merely, but has become intimately 
connected with the work of the chemist, the biologist, 
and the engineer. To the sanitary engineer and the 
public hygienist a knowledge of bacteriology is indis- 
pensable. 

In the swift development of this science during the 
last ten years perhaps no branch of bacteriology has 
made more notable progress than that which relates to 
the sanitary examination of water. After a brief period 
of extrav^ant anticipation, and an equally unreason- 
able era of neglect and suspicion, the methods of the 
practical water bacteriologist have gradually made their 
way, until it is recognized that, on account of their deli- 
cacy, their directness, and their certainty, these methods 
now furnish the final criterion of the sanitary condition 
of a. potable water. 



:,.;,l,ZDdbyG00gIC 



A knowledge of the new science early became so 
indispensable for the sanitary expert that a special 
course in the Bacteriology of Water and Sewage has for 
some years been given to students of biology and sani- 
tary engineering in the Biological Department of the 
Massachusetts Institute of Technology. For workers in 
this course the present volume has been especially 
prepared, and it is fitting, we think, that such a manual 
should proceed from an institution whose faculty, gradu- 
ates, and students have had a large share in shaping the 
science and art of which it treats. We shall be grati- 
fied, however, if its field of usefulness extends to those 
following similar courses in other institutions, or occupied 
professionally in sanitary work. 

The treatment of the subject in the many treatises on 
General Bacteriology and Medical Bacteriology is neither 
special enough nor full enough for modem needs. The 
classic work of Grace and Percy Frankland is now ten 
years old; and even Horrocks' valuable "Bacteriological 
Examination of Water" requires to be supplemented by 
an account of the developments in quantitative analysis 
which have taken place on this side of the Atlantic. 

It is for us a matter of pride that Water Bacteriology 
owes much of its value, both in exactness of method 
and in common-sense interpretation, to American sani- 
tarians. The English have contributed researches of the 
greatest importance on the significance of certain intesti- 
nal bacteria-, but with this exception the best work 
on the bacteriology of water has, in our opinion, been 
done in this country. Smith, Sedgwick, Fuller, Whipple, 
Jordan, and their pupils and associates (not to mention 
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PREFACE. vii 

others) have been pioneers in the development of this 
new field in sanitary science. To gather the results of 
their work together .n such form as to give a correct 
idea of the best American practice is the purpose of 
this little book; and this we have tried to do, with such 
completeness as shall render the volume of value to the 
expert and at the same time with such freedom from 
undue technicality as to make it readable for the layman. 
It should be distinctly understood that students using 
it are supposed to have had beforehand a thorough 
course in general bacteriology, and to be equipped for 
advanced work in special lines. 

The Biological Labobatogiesj 

Mass. Insiitute of Techhologv, 

BosiON, March lo, 1904. 
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ELEMENTS OF WATER BACTERIOLOGY. 



THE BACTERIA IN NATURAL WATERS. 

Bacteria are the most numerous and the most widely 
distributed of living things. They are present not merely 
at the surface of the earth or in the bodies of water which 
partially cover it, as is the case with most other living 
things, but in the soil itself, and in the air above, and in 
the waters under the earth. 

Probably no organisms are more sensitive to external 
conditions, and none respond more quickly to slight 
changes in their environment. Temperature, moisture, 
and oxygen are of importance in controlling their distri- 
bution; but the most significant factor is generally the 
amount of food supply. Bacteria and decomposing or- 
ganic matter are always associated, and for this reason 
a brief consideration of the general relation of bacteria 
to their sources of food supply and to other forms of 
organic life must precede the study of their distribution 
in any special medium. 
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4 ELEMENTS OF tVATER BACTEHIOLOGV. 

First, then, the bacteria, though possessing greater con- 
structive power than any animal oi^anism, lack the power 
of green plants to build up their own food from purely 
inorganic materials, and must live upon the products of 
the growth of higher forms. A few species which have 
become adapted to a parasitic or semi-parasitic mode 
of life occur on the surface of the normal plant or animal 
body or penetrate the deeper layers of diseased tissues, 
feeding upon the fluids of the body or on the extraneous 
material collected upon its surface. Even these bacteria, 
hovrever, may generally be cultivated imder saprophytic 
conditions, and the vast majority of other forms live as 
true saprophytes on dead organic matter wherever it 
may occur in nature^and particularly in that diffuse layer 
of decomposing plant and animal material which we call 
the himius, or surface layer of the soil. Wherever there 
is life, waste matter is constantly being produced, and 
this finds its way to the earth or to some body of water. 
The excretions of animals, the dead tissues and broken- 
dovm cells of both animals and plants, as well as the 
wastes of domestic and industrial life, all eventually find 
their way to the soil. In a majority of cases these sub- 
stances are not of such chemical composition that they 
can be utilized at once by green plants as food, but it is 
first necessary that they go through a fermentation or trans- 
formation in which their chemical composition becomes 
greatly changed; and it is as the agents of this trans- 
formation that bacteria assume their greatest importance 
in the world of life. 
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THE BACTERIA IN NATURAL WATERS. 5 

We may take a comparatively simple excretory prod- 
uct, urea, as an example- Through the activity of an 
enzyme produced by certain bacteria this compound 
imites with two molecules of water and is converted into 
ammonium carbonate, 

+ 2H,0=CNHJ,C0r 
\NH, 

While green plants can derive their necessary nitrogen 
in part, at least, from ammonium compounds it is a well- 
established fact that this element may be obtained much 
more readily from nitrates, and it is, therefore, essential 
as a further step that some means be employed to oxidize 
the nitrogen. This process of oxidation is known as 
nilrification, and takes place in a succession of steps, 
the organic nitrt^en being first converted to the form of 
ammonium salts, and these in turn to nitrites and nitrates, 
the oxygen used coming from the air. Several groups 
of oiganbms are instrumental in bringing about this con- 
version. It is generally assumed that one group attacks 
the ammonium compounds and changes them to nitrites 
while another group completes the oxidation to nitrates. 
In the latter form nitrogen is readily taken up by green 
plants to be built up into the more complex albuminoid 
substances (organic nitrogen) through the constructive 
power of chlorophyll. 

This never-ending cycle is illustrated in the accom- 
panying figure, devised by Sedgwick (Sedgwick, 1889) 
to illustrate the transformations of organic nitrogen in 
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6 ELEMENTS OF WATER BACTERIOLOGY. 

nature, the increasing size and closeness of the spiral on 
the left-hand side indicating the progressive complexity 
of organic matter as built up by the chlorophyll bodies 
of green plants in the sunlight, and the other half of the 
figure the reverse process carried out largely by the bac- 
teria. In nature there are many short circuits, as, for 
instance, when dead oi^anic matter is used as food for 
animals and built up into the living state again without 
ever being nitrified and acted upon by green plants; but 
the complete cycle of organic nitrogen is as indicated on 
the diagram. 

We have dwelt thus at length upon the general relation 
between bacteria and organic decomposition because in 
this relation will be found the master key to the distri- 
bution of bacteria in water as well as in other natural 
habitats. It is true that certain peculiar forms may at 
times multiply in fairly pure waters; but in general large 
numbers of bacteria are found only in connection with 
the organic matter upon which they feed. Such organic 
matter is particularly abundant in the surface layer of the 
soil. Here the processes of nitrification proceed most 
rapidly. Here the bacteria are most abundant; and in 
other media their numbers vary according to the extent 
of contact with the living earth. Natural waters particu- 
larly group themselves from a bacteriological standpoint 
in tiiree well-marked classes, according to their relation 
to the rich layers of bacterial growth upon the surface of 
the globe. There are first the atmospheric waters which 
have never been subject to contact with the earth; second, 
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THE BACTERIA W NATURAL WATERS. 7 

the surface-waters immediately exposed to such contami- 
nation in streams and ponds; third, the ground-waters 
from which previous pollution has been more or less 
removed by filtration through the deeper layers of the 
soil. 

Even rain and snow, the sources of our potable waters, ' 
are by no means free from germs, but contain them in 
numbers varying according to the amount of dust present 



in the air at the time of the precipitation. After a long- 
continued storm the atmosphere is washed nearly free 
of bacteria, so that a considerable series of sterile plates may 
often be obtained by plating i-c.c, samples. These re- 
sults are in harmony with the observations of Tissandier 
(reported by Duclaux, 1897), who found that the dust in 
the air amounted to 23 mg, per cubic meter in Paris 
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8 ELEMENTS OF WATER BACTERIOLOGY. 

and 4 mg. in the open country. After a rainfall these 
figures were reduced to 6 mg. and ,25 mg., respectively. 

With regard to what may be considered normal values 
for rain we have no very satisfactory figures. Those 
obtained by Miquel {Miquel, 1886) during the period 
1883-1886, showing that rain contains on the average 4.3 
bacteria per c.c. in the country (Montsouris) and 19 per 
C.C. in Paris, are probably lower than would be yielded by 
^the present methods of examination. Snow shows rather 
higher numbers than rain. Janowski (Janowski, 1888) 
found in freshly fallen snow from 34 to 463 bacteria per 
c.c. of snow-water, and his results indicate that the num- 
ber is independent of the temperature at the time of 
snowfall. 

As soon as the rain-drop touches the surface of the 
earth its real bacterial contamination begins. Rivulets 
from ploughed land or roadways may often contain several 
hundred thousand bacteria to the cubic centimeter; and 
furthermore the amounts of organic and mineral mat- 
ters which serve as food materials, and thus become a 
factor in later multiplication of organisms, are greatly 
increased. 

In the larger streams several conditions combine to 
make the bacterial numbers lower. Ground-water con- 
taining little microbic life enters as a diluting factor from 
below. The larger particles of organic matter are re- 
moved from the flowing water by sedimentation; many 
earth bacteria, for which water is an unfavorable medium, 
gradually perish; and in general a new condition of equi- 
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THE BACTERIA IN NATURAL WATERS. 9 

librium tends to be established. A good river- water under 
favorable conditions should thus contain only a few hun- 
dred bacteria. Heavy rains which introduce wash from 
the surrounding watershed may, however, at any time 
upset this condition of equilibrium and surface-waters 
are apt to show sudden fluctuations in their bacterial con- 
tent. Particularly in the spring and fall high numbers ' 
manifest themselves, and seasonal variations 'arise, such 
as are well shown in the appended table. 



Water. 


Yr. 


Ob^rver. 


Jan, 


Feb. 


March, 


April. 


May. 


June 


MenimacRivw. 
River Ourcq. . -j 


18S7- 
1890 


t Whipple* 

Clark t 
Prukluid: 
[MiqtielS 


S,6o 


ZL 




5:. 


1,400 


.34. 


WsMr. 


Yr. 


Observer. 


July. 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


water ) 

River Oureq. . ■! 


Ills 
.887- 


Clarkt 
Fntnklandt 
[MiquelS 


nio 


580 
3000 
8s.o 


r 

B070 


.a.560 


56 


153. 100 



X Prankland, 1894. ( Miquel, iSgi. 

■ Two factors influence this seasonal distribution of bac- 
teria. First, during the summer months the water flow- i 
ing in open rivers is lai^ely derived from springs and 
subterranean sources, while during the autumn and 
spring months, there is a much greater proportion of 
"run-off" water contammated by contact with the sur- 
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10 ELEMENTS OF WATER BACTERIOLOGY. 

face of the earth. In the second place, during these 
rainy seasons the amount of dissolved organic matter is 
far greater than in summer, thus making the food-supply 
of the bacteria more abundant. 

In standing waters all the tendencies which make for 
the reduction of bacteria are intensified, and ponds and 
lakes often give numbers under a hundred. The student 
will find flumerous analyses of natural waters in Frank- 
land's classic work (Frankland, 1894). He notes, for 
example, that the Lake of Lucerne contained 8 to 51 bac- 
teria per c.c. Loch Katrine 74, and the Loch of Lintral- 
then an average of 170. The water of Lake Champlain 
examined by one of us (S. C. P.) in 1896 contained on 
an average 82 bacteria per c.c. at a point more than two 
miles out from the city of Burlington. Certain surface 
water-supplies near Boston studied by Nibecker and one 
of us (Winslow and Nibecker, 1903) gave the foUowing 
results: 



Wakefield.. 

Plymouth. . 
Cambridge. 

Medford. . 
Taunton. . . 
Peabody. . 



Russell found similar small numbers in sea-water at 
Naples (Russell, 1891) and Wood's Hole (Russell, iSgz), 
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THE BACTERIA IN NATURAL WATERS. ii 

and in salt as in fresh water the amount of bacterial life 
decreases in general as one passes downward from the 
surface and outward from the shore. 

The principal factors in the destruction of the bacteria 
in water during storage appear to be sedimentation, the 
activity of other micro-organisms, light, temperature, and 
food-supply, and perhaps more obscure conditions such 
as osmotic pressure. 

The subsidence of bacteria either by virtue of their own 
specific gravity or as the result of becoming attached to 
particles of suspended matter is unquestionably partly, 
if not lai^ely, responsible for changes in the number of 
bacteria in the upper layers of water at rest or in very 
sluggish streams. The results of numerous inves- 
tigations by different workers seem to indicate that 
sedimentation takes place slowly, and that the differ- 
ence in numbers between the top layer and the bottom 
layer of water in tall jars in laboratory experiments of 
only a few days' duration is very shght or quite within 
the limits of experimental error (Tiemann and Gartner, 
1889). Different species may, of course, be differently 
affected, (Scheurlen, 1891). It must be remembered, 
that in natural streams bacteria are to a great extent 
attached to larger solid particles upon which the action 
of gravity is much more important. Jordan (Jordan, 
1900) is firmly of the opinion that in the lower part 
of the Illinois River, where there is a fall of but 30 
feet in 225 miles, the influences summed up by the term 
sedimentation are sufficiently powerful to obviate the 
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13 ELEMENTS OF WATER BACTERIOLOGY. 

necessity for summoning another cause "to explain the 
diminutloQ in numbers of bacteria," and he further adds: 
" It is noteworthy that all the instances recorded in the 
literature where a marked bacterial purification has been 
observed are precisely those where the conditions have 
been most favorable for sedimentation." 

Little is known as to the share of other organisms in 
hastening the decrease of bacteria in stored water. Doubt- 
less predatory Protozoa play some part here, and cer- 
tain bacteriologists have believed that the toxic waste 
products of some species of bacteria materially check 
the development of other forms. Horrocks (Horrocks, 
1901), Garr^ (Garr€, 1887), Zagari. (Zagari, 1887), 
and Freudenreich (Freudenreich, 1888) have shown 
that an "antagonism" exists when bacteria are grown 
in artificial culture media such that the substratum 
which has supported the growth of one form may be 
rendered antiseptic to another. It is difficult, however, 
to believe that any poisons are produced of such enor- 
mous power as to cause this effect in a stream or a 
lake, and there is no evidence in support of such a 
view. 

Temperature has a direct relation to bacterial life, and 
the number of parasitic bacteria at least may be quickly 
lessened by the action of cold. Sedgwick and one of us 
(Sedgwick and Winslow, 1902) have shown that of , 
typhoid bacilli in ice or cool water over 40 per cent will 
perish in three hours and 98 per cent and upwards in two 
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■J^RIA IN NATURAL WATERS. 13 

Many investigations conducted since the pioneer re- 
searches of Downes and Blunt (Downes and Blunt, 1877) 
have confirmed the results reported by them, viz., direct 
sunlight is fatal to most bacteria in the vegetative state 
and even to spores if the exposure be sulBdently long, 
while diffused light is harmful in a lesser degree. Opin- 
ions vary as to the degree to which light is active in 
destroying the bacteria in natural water. Buchner 
(Buchner, 1893) found by experiment that the bacteri- 
cidal power of light extends to a depth of about three 
meters before it becomes imperceptible. On the other 
hand, Procaccini {Procacdni, 1893) found that when sun- 
Ught was passed vertically through 60 cm. of drain-water 
the lower layers contained nearly as many bacteria after 
three hours' treatment as before the exposure.- The 
middle and upper portions showed a great fallihg off in 
numbers, however. 

But few studies have been made of the effect of light on 
bacteria in flowing water. Jordan {Jordan, 1900) has 
investigated several Illinois streams and arrived at the 
conclusion that in moderately turbid water, at least, the 
sun'a rays are virtually without action. On the other 
hand, Rapp has observed a considerable reduction of 
the bacteria in the Isar at Pullach after the period of 
diurnal insolation, as shown by the table on the following 
p^e. 

Although it is hard to estimate the exact importance 
of each factor, the general phenomena of the self-purifi- 
cation of streams are easy to comprehend. A smaJl 
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Examinations of tbe Isar at Pullach (Raff, 1903). 
(a) casbied out septehber 36, tSgS, no bain havtog fallen 1 



TempCTBture 


Tims oi the 
Experiment. 


Bacteria 


o£ the Water. 


of the Air. 




i3X)° C. 

lols" C. 
10.2= C. 


8.8-= C. 
8.2° C. 


7.30 P-M. 
9.30 P.M. 


146 

370 
370 
320 



(B) CASSIEI. OUT 


NOVEMBER l8, I 


898, NO rain HAVl 


MO FALLEN FOR 




SOHE TIME. 




W c. 


3-o» C. 


6.CO p.u. 


a66 


s-s" c. 


J-S' c. 


8.00 P.M. 


40a 


S-S'C. 






48» 






3.00 A.M. 


53= 


4.5° C. 


J-S° c. 


7.30 A,M. 


400 



brook immediately after the entrance of polluting mate- 
rial from the surface of the ground contains a large num- 
ber of bacteria from a diversity of sources. Gradually 
those organisms adapted to life in the earth or in the 
bodies of plants and animals die out, and the forms 
for which water furnishes ideal conditions survive 
and multiply. It is no single agent which brii^s this 
about, but that complex of little-understood conditions 
which we call the environment. If any one thing is of 
prime importance it is probably the food-supply, for only 
certain bacteria are able to multiply in the presence of the 
small amount of oi^anic matter present in ordinaiy po- 
table waters. As Jordan (Jordan, 1900) has said: "In 
the causes connected with the insufficiency or imsuitability 
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of the food-supply is to be found, I believe, the main rea-' 
son for the bacterial self-purification of streams." 

In general we have seen then that surface-waters tend 
continually to decrease in bacterial content after their 
first period of contact with the humus layer of the soiL 
In that other portion of the meteoric water which pene- 
trates below the surface of the earth to join the reservoir 
of ground-water, later to reappear as the flow of springs 
and wells, this diminution is still more marked since 
the filtering action of the earth removes not only most n; 
of the bacteria but much*of their food material as well, ^-j 
Indeed many observers formerly believed that all ground- ^ 
waters were nearly free from bacteria, because often no <^ 
colonies appeared on plates counted after the ordinary -^ 
short periods of time. If, however, a longer period of -^ 
incubation be adopted considerable numbers may be ■x. 
obtained. ^ 

For convenience we may divide ground-waters into two t^ 
groups, namely: first, springs and shallow open wells, and:^ 
second, "tubular" (driven) or deep wells. This division is-; 
a convenient one because ordinary springs and wells form 
a group by themselves in respect to the possibility of 
aerial and surface contamination, their water often being 
fairly rich in bacterial life, Egger (Wolffhiigel, 1886) ex- 
amined 60 wells in Mainz and foimd that 17 of them 
contained over 200 bacteria to the cubic centimeter. 
Maschek {Maschek, 1887) found 36 wells out of 48 exam- 
ined in Leitmeritz which had a bacterial content of over 
500 per c.c. Fischer {Honocks, 1901) reported 120 wells 
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in Kiel which gave over 500 bacteria per c.c. and only 51 
with less than that number. 

Several unpolluted springs and open wells were ex- 
amined by Sedgwick and one of us (Sedgwick and Pres- 
cott, 1895) with the following result: 

Spring No. I. 152, »55, 258 bacteria per c.c. 
163, 149, 134 " 



Mo. 1. 



509, 525 bacteria pcT c. 
148, 190 " " " 



" 3- 60J, 560 

" 4- 335. 33» 

" 5. 2084, 2063, ^287 bacteria per c.c 

" 6. 8905, 8905, 8640 " " " 

" 7. 702, 910, 871 " " " 

" 8. 720, 713, 763 " " " 

It should be noted that the above results were obtained 
by incubating the plates for considerable periods of time. 
In the ordinary standard 48-hour period but very few 
bacteria develop from normal ground-waters. Thus in 
an examination of spring-waters made by the Massa- 
chusetts State Board of Health in 1900 (Massachusetts 
State Board of Health, 1901), of 37 springs which were 
practically unpolluted and had less than 10 parts per 
100,000 excess of chlorine over the normal, 54 samples 
were examined and gave an average of 41 bacteria per 
C.C. Only 6 samples showed figures over 50. On the 
other hand, the analysis of the bottled samples of the 
same waters as sold after exposure to contamination in 
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bottling and the multiplication of the water bacteria 
gave numbers rising to 243,000, only 14 out of 50 samples 
being under 1000. 

It now remains to consider the other great division of 
ground-waters, namely, deep, "driven," or "tubular" 
wells, which, if carefully constructed, should ordinarily be 
perfectly free from all surface-water contamination. The 
numbers of bacteria in such sources has been reported 
by but few investigators. A series of wells in and near 
Boston was found to give the following figures (Sedgwick 
and Prescott, 1895). 



Second sample. 
» 

Second sample. 



K)!, 


IQl 


»62, 


^S8 


',W. 






106 


408. 


416 


48. 


M 


ISH, 


149 


340, 


'37C 



Again it should be noted that the period of incubation 
for these samples was at least five days. Fifteen driven 
wells in the neighborhood of Boston examined in 1903 
showed at the end of 48 hours an average of only 18 
colonies per c.c 
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It is plain that water absolutely free from bacteria is 
not ordinarily obtained from any source and that even 
deep wells contain quite appreciable numbers. The 
, peculiar character of the organisms present in the latter 
case is manifested in many cases by the slow develop- 
ment at room temperature (no growth untiT the third 
day in some cases), the entire absence of lique^ing 
colonies, and the abundance of chromogenic species. 
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THE QUANTITATIVE BACTERIOLOGICAL EXAMINATION 
OF WATER. 

That the customary methods for determining the num- 
ber of bacteria do not reveal the total bacterial content, 
but only a very small fraction of it, becomes apparent 
when we consider the large number of organisms, nitrify- 
ing bacteria, cellulose-fermenting bacteria, strict anas- 
robes, etc., which refuse to grow, or grow only very slowly 
in ordinary culture media, and which, therefore, escape 
our notice. On the one hand certain obligate parasites 
cannot thrive in the absence of the rich fluids of the ani- 
mal body; on the other hand the prototrophic bacteria 
adapted to the task of wrenchii^ energy from nitrates 
and ammonium compounds are unable to develop 
in the presence of so much organic matter. This 
is made clear by the use of special media like the 
Nahrstoff Heyden agar (Hesse and Niedner, 1898), 
which are particularly adapted ,to the needs of these 
latter organisms; or by direct microscopic examin- 
ation. Thus Gage and Phelps (Gage and Phelps, 

Note. In this chapter the authors have closely followed the recom- 
tnendations of the A. P. H. A., as given in the Appendix. 
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1902) showed that the numbers obtained by the ordi- 
nary procedure were only from 5 to 50 per cent of 
those obtained by the use of Heyden's Nahrstoff agar. 
For practical sanitary purposes, however, our methods are 
fairly satisfactory. Within limits, it is of no great impor- 
tance that one method allows the growth of more bacteria 
than another. When we are using the quantitative analy- 
sis as a measure of sewage pollution only two things are 
essential. First, media should be of standard composi- 
tion, so that results obtained at different times and by 
■ different observers may be comparable. In this respect 
the work of G. W. Fuller, G. C. Whipple, and other 
members of the Committee on Standard Methods of the 
American Public Health Association has placed the art of 
quantitative water analysis in a state, very satisfactory, by 
contrast with the chaos which prevails in England and 
Germany. Secondly, it is desirable that the section of 
the total bacterial flora which we obtain should be thor- 
oughly representative of that portion of it in which we 
are most interested — the group of the quickly growing, 
rich-food-loving sewage forms. In this respect our meat- 
gelatin-peptone appears to be unrivalled. The follow- 
ing table from Gage and Phelps's valuable paper shows 
clearly that the standard media bring out the difference 
between pure and polluted waters much more clearly than 
does the Nahrstoff medium. To emphasize this difference 
with constancy is all that we require of a method for prac- 
tical work. 
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Table showing Percentages op Bacteria Developing on Regu- 

LAK ACAG AND ON NABRSTOFP AGAK FOK DIFFERENT CLASSES OF 

Waters. (Gage and Phelps, 1902.) 



Oas! of Wat«. 


Days' Count. 




3 


4 


J 


6 


, 


8 




6 
6 

34 


S 
7 
1 
'7 


6 

7 
7 
18 


6 

7 
3 


6 

7 
8 

4 ,- 


6 
7 
9 
"9 










9 











Ground-water. . . . 

Filtered water 

Merrimac River. . 
Filtered sewage. . . 



6 


41 


78 


88 


01 


100 








01 






21) 


78 


9,1 


07 


97 


09 






9T 


y; 


97 


99 


39 


75 


9S 


100 


100 


100 



The procedure for the quantitative determination of 
bacteria in water consists, in brief, in mixing a definite 
amount of a suitably collected specimen of the water with 
a sterile soUdifiable culture medium and allowing it to 
develop for a sufficiently long time to permit reproduction 
of the bacteria and the formation of visible colonies which 
may be counted. The process is divided naturally into 
four stages — sampling, plating, incubating, and counting 
— which will now be discussed. 

Sampling. — All samples of water for bacteriological 
examination should be collected in clean, sterile bottles 
with wide mouths and glass stoppers, preferably of the flat 
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mushroom type. It is desirable that these bottles should 
have a capacity of at least loo c.c. 

They should be cleaned thoroughly before using, by 
, treatment with sulphuric acid and potassium bichromate 
or with alkaline permanganate of potash followed by 
sulphuric acid, dried by draining, and sterilized by dry 
heat at i6o° C. for at least one hour, or by steam at 115°- 
120° for fifteen minutes. If not to be used immediately 
the neck and stopper should be protected against dust 
or other contamination by wrapping with lead-foil. For 
transportation the bottle should be enclosed in a suitable 
case or box. 

The greatest care must be taken that the fingers do not 
touch the inside of the neck of the bottle or the cone of the 
stopper, as the water thereby would become seriously 
contaminated and rendered unfit for examination. It is 
well known that bacteria are found abundandy upon 
the skin, and Winslow (Winslow, 1903) has shown that 
even B. coli is present upon the hands in a considerable 
number of cases. 

In order to obtain a fair sample, great precautions must 
be taken, and these will vary with the different classes of 
waters to be examined and with local conditions. If a 
sample is to be taken from a tap, the water should be 
allowed to flow at least five minutes (if from a tap in regu- 
lar use) or for a longer period in case the water has been 
standing in the house service system, since in the small 
pipes, changes in bacterial content are liable to occur. 
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certain species dying, and the sample, therefore, not being 
a fair average of the water in the mains. 

If a sample is to be taken from a pump similar pre- 
cautions are necessary. The pump should be in con- 
tinuous operation for several minutes at least, and prefer- 
ably for half an hour before the sample is taken, in order 
to avoid excessively high numbers due to the growth of 
bacteria within the well and pump, the bacterial condition 
of the water as it passes through the ground being what 
we wish to determine. Thus Herieus (Heraeus, 1886) in 
a well-water which had been but little used during the 
preceding thirty-six hours found 5000 organisms per cc; 
when the well was emptied by continuous pumping a 
second sample, after an interval of half an hour, gave only 
35. Maschek (Tiemami and Gartner, 1889) obtained 
similar results shown in the following table: 



THE BACTERIAL CONTENT OF WELL-WATER. 

Well-water after continuous pumping for fifteen minutes 453 

" " many hours 1 40 



IS pumping for fifteen minutes 578 

" " " " many hours 179 

later 73 

After a proper interval of pumping the sa;mple of a well- 
water may be collected from the pet-cock of the pump or 
from a near-by tap. With a hand-pump, as in sampling 
domestic shallow wells, the water is, of course, pumped 
directly into the sample bottle. The difficulties in 
securing an average sample from this latter source are 
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often great, since if the flooring about the pump is not 
tight, as is usually the case, continued pumping may wash 
in an unusual amount of surface pollution. 

In sampling surface-waters, the greatest precautions 
must be observed to prevent contamination from the 
fingers. In still waters the fairest sample is one taken 
from several inches down, as the surface itself is likely to 
have numerous dust particles floating upon it. The 
method most frequently recommended is to plunge the 
botde beneath the surface to a depth of a foot or so, then 
remove the stopper and allow the bottle to fill. 

Another method which is comparatively free from 
objection and which has been employed by the writers is 
to remove the stopper first and then, holding the bottle by 
the base, plunge it mouth downward into the water, turn- 
ing it at the desired depth so as to replace the enclosed 
air by the water. Whenever any current exists the 
mouth of the bottle should be directed against it in 
order to carry away any bacteria from the fingers. If 
there is no current, a similar effect can be produced by 
turning the bottle under water and giving it a quick for- 
■ ward motion. In rapidly flowing streams it is only 
necessary to hold the bottle at the surface with the mouth 
pointed up-stream. 

For taking samples of water at greater depths, a num- 
ber of devices have been employed, all of which are fairly 
satisfactory. The essentials are, first, a weight to carry 
the bottle down to the desired depth, and, second, a device 
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for removing the stopper when that depth is reached. The 
student will find one good form of apparatus described 
in Abbott's " Principles of Bacteriology" (Abbott, 1899); 
an admirable one was devised by Hill and Ellms (Hill 
and Ellms, 1898}. Miquel and Cambier (Miquel and 
Cambier, 1902) and other authors recommend the use of 
a sealed glass bulb with a capillary tube which can be 
broken off at any desired moment. 

As soon as a sample of water is collected its conditions 
of equilibrium are upset and a charge in the bacterial 
content begins. Even in the purest spring-waters which 
contain but few bacteria when collected, and in which the 
amount of organic matter is infinitesimal, enormous num- 
bers will be found after storage under laboratory con- 
ditions for a few days or even a few hours. In some cases 
the rise in numbers is gradual, in others very rapid. The 
Franldands (Frankland, 1894) record the case of a deep- 
well water in which the bacteria increased from 7 to 
495,000 in three days. Miquel (Miquel, 1891), from his 
researches, arrived at the conclusion that in surface-waters 
the rise is less rapid than in waters from deep wells or 
springs, and that in the latter case the decrease, after 
reaching a maximum, is likewise rapid and steady. Just 
how far protection from light, increase in temperature, 
and a destruction of higher micro-organisms is responsible 
for the increase, and to what extent an exhaustion of food- 
supply or the formation of toxic waste products causes 
the succeeding decrease, we are not aware; but the facts 
are well estabHshed. 
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Whipple has exhaustively studied the details of this 
multiplication of bacteria in stored waters and has shown 
in the table given below that there is first a slight reduc- 
tion in the number present, lasting perhaps for six hours, 
followed by the great increase noted by earher observers. 
(It is probable that there is a constant increase of the 
typical water bacilli, overbalanced at first by a reduction 
in other forms, for which this is an imsuitable environment. 







Temp. 




Numbe 


ofBacUi 


iapere.c 




Sunple. 


T^*^t- 


V^ir 


























of 


InitiaL 


After 




After 








Sample. 




6 Hours. 


14 Hours. 


4S Hours. 




C. 


C. 












A 


7-6= 


.7.0= 


360 


SIS 


33° 


900 


27,000 


B 


7.6= 


17.0= 


a6o 


245 


»S5 


730 


10850 


C 


7.6» 


12-S° 


260 


370 


331 


600 


3,7go 


D 


7-6° 


I2.5» 


160 


270 


*45 


710 


,,800 


E 


7.6° 


'■*o 


260 


343 




67s 


1.980 


F 


7.6- 




360 


>3S 


370 


S6o 


1.980 


G 


11,0° 


12 > 


77 


SS 


58 




10250 


H 


11.0" 


1 2. 8' 


77 


S3 


74 


87 


»'7S 


I 


II. 0' 


23.6' 


77 


S" 


5» 




41,400 


i 


6.7- 


2O.0° 


430 


37S 


34S 




385000* 


6.7° 


20.0" 


430 


345 


405 




750.000* 


L 


23.2" 


23.0' 


S"> 


340 


230 




30,000 


M 


23.2° 


=■5° 


S=S 


300 




380 


2.200 



* 0.0005 P" c*"* peptone addtd to the water. 

Wolffhttgel and Riedel (Wolffhugel and Riedel, 1886) 
noted the dependence of this multiplication on the amount 
of the air-supply, vessels closed with rubber stoppers show- 
ing lower numbers than those plugged with cotton. Simi- 
larly, Whipple found that the multiplication of bacteria 
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was much greater when the bottles were only half full 
than when they were filled completely; and also, as shown 
in the following very striking table, that the size of the 
bottle markedly influenced the growth. 

XtTECT OF BIZB OI VESSEL nrON THE MtJlTlPUCATION OF WATER 
EKIA DURING STORAGE. 
(Whipple, igoi.) 





Bottle. 


Temp. o£ 


Number of Bacteria per cc, 




Ini- 
tial." 


After 


^^. 


i.hn. 


.rsi 


48 h4. 


A 
B 
C 
D 
E 

F 
G 
H 

I 
J 


.-gallon 

3 -quart 
I -quart 

i-gaUon 
3 -quart 
I -quart 
I -pint 


c 

13° 

1 


77 
77 
77 

77 

77 
77 
77 
77 
77 


63 

57 
SS 

Si 

SI 


p 

63 

^^ 

61 

58 

97 
59 

11 

52 


Z 

47 
36 
47 

46 
MS 


42 

45 
46 
38 

It 

340 

2.95° 


Hi 

10,150 

300 

250 

900 

7,030 

41,400 



• Average of five plates. 

These results and those of other observers make it 
obvious that samples must be examined shortly after 
collection and that they must be kept cool during their 
storage- If fairlypure waters are placedupon ice and kept 
between 0° and 10°, they will show no material increase 
in twelve hours. With polluted water, however, another 
danger is here introduced. Samples of such water when 
packed in ice show a marked decrease due to the large 
number of sensitive intestinal bacteria present. Jordan 
(Jordan, 1900) found that three samples of river-water 
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packed in ice for forty-eight hours fell off from 535,000 to 
54,500; from 412,000 to 50,500, and from 329,000 to 
73,000, respectively. It is, therefore, necessary to adhere 
strictly to the recommendations of the A. P. H. A. Com- 
' mittee that the interval between sampling and examina- 
tion should not exceed twelve hours in the case of rela- 
tively pure waters, six hours in the case of relatively 
impure waters, and one hour in the case of sewage. 

Plating. — ^The bottle containing the samplejif water is 
first shaken at least twenty-five times in order to get an 
equal distribution of the bacteria. If the number of , 
bacteria present is probably not greater than 200, i c.c. is 
then withdrawn with a sterile i c.c. pipette and delivered 
into a sterile Petri dish of 10 cm. diameter. To this is 
added 5 C.C. of standard 10 per cent gelatin at a tempera- 
ture of about 30° C. or standard agar (7 c.c.) at 40°-42'* C 
Should the nimiber of bacteria per c,c. probably exceed 
200, dilution is necessary. This is best accomplished by 
adding i c.c, of the water in question to 9, 99, or 999, etc., 
c.c. of sterile tap water according to the amount of dilution 
required. The diluted sample is then shaken thoroughly 
and I c.c. taken for enumeration. In order to determine 
the number of bacteria originally present it is only neces- 
sary to multiply by the factor 10, 100, or 1000, etc. 

When a sample of water from an unknown source is to 
be examined it is generally desirable to make a series of 
plates at each of the above dilutions, selecting those which 
give nearest to 200 colonies on the plates after incubation 
as the ones on which to rely for the count. A much 
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smaller number will not give averse figures, and if more 
than 200 colonies are present on a plate many bacteria 
will be checked by the waste products of those which first 
develop and the count obta'med will be too low. After 
the addition of the diluted sample and the nutrient medium 
their thorough mixture in an even layer on the bottom 
of the plate is obtained by careful tipping and rota- 
tion. 

It was formerly customary to mix the water with the ' 
gelatm in the tube before pouring into the plate, but this 
method is objectionable because there is always a small 
residue of medium remaining in the tube which will 
retain varying numbers of bacteria and thus interfere 
with the accuracy of the count. Before pouring the 
medium into the plate the mouth of the tube should 
be flamed to remove any possibility of contamina- 
tion. 

The exact composition of the medium used is, of course, 
of prime importance in controlling the number of bac- 
teria which will develop. The reaction of the medium 
was found as early as 1891 to be important, for Reinsch 
(Reinsch, 1891) showed in that year that the addition 
of one one-hundredth of a gram of sodium carbonate to 
the hter increased sixfold the number of bacteria develop- 
ir^. Fuller (Fuller, 1895) and Sedgwick and one of 
ourselves (Sedgwick and Prescott, 1895), working inde- 
pendently, established the fact that an optimum reac- 
tion existed for most water bacteria and that a deviation 
either way decreased the number of colonies developing. 
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The following table from Gage and Phelps shows con- 
clusively the effect of the general composition of the 
nutrient medium. 



TABLE SHOWING 



SEVELOFING O 



Nahrstoff agar 

NahrsloS pepton agar. 

Pepton agar 

Meat agar 

Plain agar 

Regular agar 

Nahrstoff glycerin agar. 
Nalirstoff meat agar. . . 

Meat gelatin 

Pepton gelatin 

Standard gelatin 

Plain gelatin 

NahratoS gelatin 



Finally, Whipple (Whipple, 1902) has shown that not 
only the particular kind of gelatin used but its exact 
physical condition as affected by sterilization and other 
previous treatments will materially affect the results 
obtained. It is evident, therefore, that only the strictest 
adherence to some standard method can ensure com- 
parable results; the ordinary nutrient gelatin should 
then in all practical sanitary work be made up in exact 
accordance with the direction of the A. P. H. A. Commit- 
tee as given in the Appendix. 
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Incubation. — " Incubation should take place in a dark, 
well-ventilated chamber where the temperature is kept " 
substantially constant at 20° and where the atmosphere 
is practically saturated with moisture." — A. P. H. A. 
Report. It has been shown by Whipple (Whipple, 1899) 
and others that the number of bacteria developing in 
plate cultures is to a certain extent dependent upon the 
presence of abundant oxygen and moisture. Thus 
reckoning the number of bacteria developing in a moist 
chamber at 100 the percentage counts obtained in an 
ordinary incubator were as follows: 75 when the relative 
humidity of the incubator was 60 per cent of saturation; 
82 when it was 75 per cent; 98 when it was 95 per cent. 
This source of error may be avoided by the use of ven- 
tilated dishes and by the presence of a pan of water in 
the incubating chamber. 

According to American and German practice, plates 
made for sanitary water analysis are counted at the end of 
forty-eight hours. French bacteriologists still recom- 
mend longer periods, and the following table from Miquel 
and Cambier (Miquel and Cambier, 1902) shows that 
many bacteria fail to appear in our ordinary analysis. 
It is, however, as we have before pointed out, certain 
peculiar water forms which develop so slowly, sewage 
bacteria almost without exception being rapid growers. , 
The longer period of incubation is, therefore, not only 
inconvenient but undesirable, since it obscures the differ- 
ence between good and bad waters. 
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P WATER BACTERIA IN CEI,- 



(Uiquel and Cambier, looi.) 
Len^h of Incuhation. Cnlonies Developed. 

1 days 136 

3 " =54 

4 " 387 

5 " 53° 

6 " 637 



89a 



CourUing. — The number of bacteria is determined by 
, counting the colonies developed upon the plate, either 
with the naked eye or preferably with a low-power lens. 
This is actually done by placing the plate upon a glass 
plate ruled in centimeter squares and over a black tile; 
or the tile itself may be ruled. The colonies then appear 
as whitish round or oval specks in and upon the medium. 
As has already been said, it is desirable that this number 
should not exceed 200, for when the number is very high 
the colonies grow only to a small size and make counting 
laborious and inaccurate, and many do not develop at all. 
On the other hand, too few bacteria upon the plate prob- 
ably give inaccurate results also. The greatest accuracy 
is probably obtained with numbers raring from 50 to 
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When it is possible to do so, all the colonies on the 
plate should be counted. When they exceed 400 or 500 
it is often easier and fully as accurate to count a frac- 
tional part of the plate and estimate the total number 
therefrom. This should not be done, however, except 
in case of necessity. 

It is customary in determining numbers to make plates 
in duplicate, thereby affordii^ a check upon one's own 
work and enhancing the value of the results through 
the greater accuracy obtained. Owing to the lack of 
precision in the method, the limit of experimental error is 
a wide one. It should be possible^ however,, for careful 
manipulators to obtain results within 10 per cent of each 
other, and a closer agreement than this is hardly to be 
expected. It has been su^ested by the committee of 
the American Public Health Association to adopt the fol- 
lowing mode of expressing results. 

KUUBERS OF BACTERIA IKOU 

1-50 shall be recorded to the neatest unit 



500,001-1,000,00 



The determination of numbers of bacteria in water in 
the field has frequently been attempted. Since the labora- 
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tory method of "plating out" is not applicable for field 
work the Esmarch tube process has often been employed. 
This consists in introducing into a tube of melted gelatin 
or E^ar i c.c. of the water and then rotating the tube until 
the medium has sohdihed in a thin layer on the iimer wall 
of the tube. In the writers' opinion, this method is open 
to several objections and does not give as trustworthy re- 
sults as the laboratory method, even if the samples have 
to be several hours in transit between the place of col- 
lection and the laboratory. 
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The information furnished by quantitative bacteri- 
ology as to the antecedents of a water is in the nature of 
circumstantial evidence and requires judicial interpre- 
tation. No absolute standards of purity can be estab- 
lished which shall rigidly separate the good from the bad. 
In this respect the terms "test" and "analysis" so univer- 
sally used are in a sense inappropriate. Some scientific 
problems are so simple that they can be definitely settled 
by a test. The tensile strength of a given steel bar, for 
example, is a property which can be absolutely deter- 
mined. In sanitary water analysis, however, the factors 
involved are so complex and the evidence necessarily so 
indirect that the process of reasoning much more re- 
sembles a doctor's diagnosis than an engineering test. 

The older experimenters attempted to establish arbi- 
trary standards, by which the sanitary quality of a water 
could be fixed automatically by the numbers o£ germs 
alone. Thus Miquel (Miquel, 1891) furnished a table 
according to which water with less than 10 bacteria per cc 
was "excessively pure," with 10 to 100 bacteria, "very 
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pure," with loo to looo bacteria, "pure," with looo to 
10,000 bacteria, "mediocre," with 10,000 to 100,000 bac- 
teria, "impure," and with over 100,000 bacteria, "very 
impure." Few sanitarians would care to dispute the 
appropriateness of the titles applied to waters of the last 
two classes; but many bacteriologists have placed the 
standard of "purity" much lower. The limits set by 
various German observers range, for example, from 50 to 
.300. Even Dr. Stembei^ {Stembei^, 1892), in a much 
more conservative fashion, has stated that a water con- 
taining less than 100 bacteria is presumably from a deep 
source and uncontaminated by surface drainage; that 
one with 500 bacteria is open to suspicion; and that one 
with over 1000 bacteria is presumably contaminated by 
sewage or surface drainage. This is probably as satisfac- 
tory an arbitrary standard as could be devised, but any 
such standard must be applied with great caution. The 
source of the sample is of vital importance in the inter- 
pretation of analyses; a bacterial count which would con- 
demn a spring might be quite normal for a river; only 
figures in excess of those common to unpolluted waters 
of the same character giye the indication of danger. Fur- 
thermore, the bacteriological tests are far more delicate 
than any others at our command, very minute additions 
of food material causing an immense multiplication of 
the microscopic flora. This delicacy necessarily requires, 
both in the process of analysis and the interpretation of 
results, a high degree of caution. As pointed out in the 
previous chapter, the touch of a finger or a particle of 
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dust may wholly destroy the accuracy of an examination. 
Even the slight disturbance of conditions incident upon 
the storage of a sample after it has been taken may in a 
few hours wholly alter the relations of the contained 
microbic life. It is necessary, then, in the first place to ■ 
exercise the greatest care in allowing for possible error in 
the collection and the handling of bacteriological samples ; 
and in the second place, only well-marked differences in 
numbers should be considered as possibly significant. 

In the early days of the science, discussion ran high as 
to the interpretation of bacteriolc^ical analysis; and par- 
ticularly as to the relation of bacterial numbers to the 
organic matter present in a water. Different observers 
obtained inconsistent results, and Bolton (Bolton, 1886) 
concluded that there was no relation whatever between 
the chemical composition of a water and its bacterial con- 
tent. Tiemann and Gartner (Tiemann and Gartner, 
1889) furnished the key to the difficulty in their state- 
ment that there are two great classes of bacteria, the 
great majority of species normally occurring in the earth 
or in decomposing organic matter which require abun- 
dance of nutriment, and certain peculiar water bacteria 
which can multiply in the presence of such minute traces 
of ammonia as are present in ordinary distilled water- 
Bacteria of the second class under abnormal conditions, 
as in bottled samples, or, at times, in a well or the basin of 
a spring, may occur in great numbers where there is but 
Uttle organic matter. In normal surface-waters, how- 
ever, such growths have not been recorded as far as wc 
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are aware. Here the numbers of bacteria present will 
depend, other thii^s being equal, upon the extent to 
which he water has been contaminated with decomposing 
organic matter, either by pollution with sewage o: by 
contact with the surface of the ground. The bacterial con- 
tent will therefore vary as the extent and character of the 
contamination varies It measures not merely organic 
matter but organic matter in a state of active decay, and 
thus, like the ammonias and other features of the sanitary 
chemical analysis, clearly indicate, fresh organic pollution 
with the added advantage that the presence of the stable 
nitrogenous compounds often present in peaty waters 
introduces no error in the bacteriological analysis. 

In Judging of a surface-water the student will be aided 
by reference to the figures given for certain normal sources 
in Chapter I; the Boston tap water with 50 to 200 bac- 
teria per c,c. (Whipple, 1896) and the water of Lake 
Zurich with an average of 71 in summer and 184 in winter 
(Cramer, 1885) may be taken as typical of good potable 
waters; and numbers much higher than these are open 
to suspicion, since all contamination whether contributed 
by sewage or by washings from the surface of the ground 
is a possible source of danger. The excess of bacteria 
in surface-waters during the spring and winter months is 
by no means an exception to the general rule that high 
numbers are significant, since the peril from supplies of 
this character is clearly shown by the spring epidemics of 
typhoid fever which at the times of melting snow visit 
(immunities makii^ use of unprotected surface-waters. 
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Streams receiving direct sewage pollution exhibit a simi- 
lar excess of bacteria at all times, numbers rising to an 
extraordinary height near the point of entrance and fall- 
ing off below as the stream suffers dilution and the sewage 
organisms perish. Miquel (Miquel, 1886) records 300 
bacteria per c.c. in the water of the Seine at Choisy, above 
Paris, I200 at Bercy in the vicinity of the city, and 200,000 
at St. Denis after the entrance of the drainage of the city. 
Prausnitz (Prausmtz, 1890) found 531 bacteria per c,c 
in the Isar above Munich, 227,369 near the entrance of 
the principal sewer, 91 11 a a place 13 kilometers below 
the city, and 2378 at Freising, 20 kilometers further 
down. Jordan (Jordan, 1900), in his study of the fate of 
the sewage of Chicago, found 1,245,000 bacteria per cc. 
in the drainage canal at Bridgeport, 650,000 twenty-nine 
miles below at Lockport, and numbers steadily decreasing 
below to 3660 at Avery ville, 159 miles below the point of 
original pollution. Below AveryviUe the sewage of Peoria 
enters and the numbers rise to 758,000 at Wesley City, 
decreasing to 4800 in 123 miles flow to Kampsville. 

In ground-waters we have seen that bacteria may be 
present in considerable numbers, but that they will 
generally be organisms of a peculiar character, incapable 
of development on the ordinary nutrient media in the 
standard time. Thus in forty-eight hours we often obtain 
counts measured only in units or tens. When hi^er 
numbers are present, the general character of the colonies 
must be taken into account, since besides the slowly- 
growing forms certain other water bacteria which 
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require a comparatively small amoimt of nutriment may 
multiply at times in a deep well or the basin of a 
spring. In such a case, however, the appearance of the 
plates would at once reveal the peculiar conditions, for the 
colonies would all be of one kind and that distinct from 
any of the sewage species. Thus Dunham {Dunham, 1889) 
reports that the mixed water from a series of driven wells 
gave 2 bacteria per c.c, while another well, situated just 
like the others, contained 5000, all belonging to a single 
species conmion in the air. Plates from polluted water 
contain, on the other hand, a wide variety of species. 

The process of slow sand filtration for the purification 
of unprotected surface-water is essentially similar to the 
action which takes place in nature when rain soaks through 
the ground to appear in wells and springs; and it is in the 
examination of the effluent from such municipal plants 
that the quantitative bacteriological analysis finds, per- 
haps, its most important application. The chemical 
changes which occur in the passage of water through 
sand at a rate of 1,000,000 or 2,000,000 gallons per acre 
per day are so slight as to be negligible. The bacteria 
present should, however, suffer a reduction of 98 or 99 per 
cent, and their numbers are, therefore, used as the standard 
for measuring the efficiency of such filtration plants. At 
Lawrence, in 1901, Clark found an average of 3017 bac- 
teria per cc. in the raw water of the Merrimac River, while 
the number present in the filtered water was only 26 
(Massachusetts State Board of Health, r902). Mechan- 
ical filtration gives similar results. Fuller at Cincinnati 
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(Fuller, 1899) records 27,200 oi^anisms per c.c. in the 
water of the Ohio River between September 21, 1898, and 
January 25, 1899, while the average content of the effluent 
from the Jewell iilter was 400. In well-managed purifi- 
cation plants the bacteria in the effluent are determined 
daily, and any deviation from the normal value at once 
reveals disturbing factors which may impair the efficiency 
of the process. In Prussia official regulations demand 
such systematic examinations and prescribe 50 as the 
maximum number of bacteria allowable in the filtered 
water. In the same way the condition of an unpurified 
surface supply may be determined by daily bacteriological 
analyses and warnings of danger issued to the public, as 
has been done at Chicago and other cities. In general, 
any such regular determination of variations from a nor- 
mal standard furnish ideal conditions for the bacteriolog- 
ical methods; and the detection by Shuttleworth (Shuttle- 
worth, 1895) of a break in a conduit under Lake Ontario 
by a rise in the bacteria of the Toronto water-supply may 
be cited as a classic example of its application. 

Often, however, the expert is called to pass upon the char- 
acter of a water of which no series of analyses is available 
and whose surroundings it may be impossible for him to in- 
spect. It has been said that single hacteiiolc^cal analyses 
of this kind are valueless ; but this we believe cannot always 
be maintained. Knowing the normal bacterial range 
for a given class of waters, even an isolated analysis may 
show such an excess as to have great significance, as a 
few practical examples may make clear (Winslow, 1901). 
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In the sprii^ of 1900 the city of Hartford, Conn., was 
using a double supply from the Connecticut River and 
from a series of impounding reservoirs among the hills. 
A single series of plates showed from 4000 to 7000 bac- 
teria per c.c, in the water of the river, while the reservoir 
water contained 300 to 900. The abandonment of the 
river supply followed, and at once the excessive amount 
of typhoid fever in the city was curtailed. 

In the fall of 1900, Newport, R. I., experienced an out- 
break of typhoid fever, and when suspicion was thrown 
upon the pubhc water-supply, chemical analysis of the 
latter was not wholly reassuring; but there were only 
334 bacteria per c.c. in the water from the taps, while a 
well in the infected district gave 6100. It was no surprise 
to find, on a further study of the epidemic, that the well 
was largely at fault and the public supply not at alL 

In the case of ground- water the evidence is usually even 
more distinct. At Framii^ham, Mass., in 1903, high 
chlorin content in the pubhc supply, drawn from a filter 
gallery beside a lake, had led to public anxiety. Five 
samples from different parts of the system showed aver- 
ages of I, 2, 3, 2, and 4 bacteria per cc; and taking this 
in conjunction with the other features of the bacterio- 
logical analysis, it was possible to report that any pollution 
introduced upon the gathering ground had at the time of 
analysis been entirely removed. In such a case the bac- 
teriological methods give a certainty attainable by no 
other sanitary process. 
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The count of colonies upon the gelatin plate measures 
as we have pointed out, the number of those micro-oigan- 
isms associated with the decomposition of organic matter 
wherever it may occur. In this great class, however, 
there are a few species, like B. subtilis and E, ramosus, 
which will grow under a great variety of conditions and 
which are hkely to be present with more or less constancy 
in water, and others which through a semi-parasitic 
mode of life have become specially adapted to the pecu- 
liar conditions characteristic of the animal body. The 
latter in particular possess the property of developing 
most actively at the temperature of the human organism, 
37° C, which altogether checks the growth of the majority 
of normal earth and water forms. The determination of 
the niunber of organisms growing at the body temperature 
may throw light, then, on the presence of direct sewage 
pollution, since the bacteria from the alimentary canal 
flourish under such conditions, while most of those derived 
from other sources do not. The count at 37° helps to 
distinguish contamination by wash of the soil of a virgin 
woodland from pollution by excreta, since in the latter. 
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case the proportion of blood-temperature organisms is 
much smaller than in the latter. Furthermore, this 
method is free from much of the error introduced by the 
multiplication of bacteria after the collection of a sample, 
since most of the forms which grow in water during 
s'orage caimot endure the higher temperature and conse- 
quently do not develop upon incubation. 

The body-temperature count must, of course, be made 
upon agar plates, otherwise the technique is the same 
which has already been described for the routine quan- 
titative bacteriological analysis. The period of incuba- 
tion ordinarily adopted by the writers is twenty-four 
hours, as little development occurs after that time. Diffi- 
culty is sometimes caused by the spreading of colonies 
of certain oi^anisms over ihe surface of the plate in the 
water of condensation which gathers; this may be avoided 
by inverting the plates after the agar is once well set. 

Additional evidence as to the character of a water 
sample may be obtained with little extra labor by adding 
a sugar and some sterile litmus to the agar medium and 
observing the fermenting powers of the organisms present, 
as first suggested by Wurtz (\\'urtz, iSga) for the separa- 
tion of B. coli from B. typhi. It happens that the most 
abundant intestinal organisms belonging to the groups 
of the colon bacilli and the streptococci decompose dex- 
trose and lactose with the formation of a large excess of 
add, while many other oi^anisms, even if they grow 
abundantly at the body temperature, are not favored by 
the presence of the sugar and htmus. The decomposi- 
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tion of the latter sugar is almost entirely wanting among 
the commoner saprophytic bacteria, and therefore lac- ' 
tose is most commonly used in making sugar agar, 2 per 
cent being added to the medium just before the final filtra- 
tion (between steps 15 and 16 in the standard process 
of media making given on p. 120). In pouring the plate 
a cubic centimeter of sterile htmus solution should be 
added; and in counting, the colonies of the acid-forming 
organisms will be clearly picked out by the reddening of 
the adjacent agar. Only those which show this dearly 
should be considered as significant, since certain bacteria 
of the hay-bacillus group produce weak acid and faint 
coloring of the litmus. 

When polluted waters are examined in this manner the 
number of oi^anisms developing on the lactose-agar plate '■" 
will be very high, almost equalling in some cases the total 
count obtained on gelatin. Chick (Chick, 1901), using 
a lactose-agar medium with the addition of one- thousandth 
part of phenol, found of colon bacilli alone 6100 per c.c. 
in the Manchester ship canal, 55-190 in the polluted 
River Severn, and numbers up to 6s,cmx) per gram in road- 
side mud. In an examination of water from the Charles 
River above Boston, total 37" counts ranging from 9800 to 
16,900 have been found. Two twenty-four-hour exam- 
inations of Boston sewage made at the Sanitary Research 
Laboratory of the Institute of Technologj' during the 
summer of 1903 gave an average of 3,660,000 bacteria 
per c.c. on gelatin at 20° and 2,310,000 per c.c. on lactose 
agar at 37° with 550,000 aCid-formers. 
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In unpolluted waters not only the absolute number of 
oiganisms developing at the body temperature, but its 
ratio to the gelatin count, is very different. Rideal (Rideal, 
1902) states that the proportion between the two counts 
in the case of a London water in a year's examination 
was on the average one to twelve. Mathews (Mathews, 
1893) in 1893, gave the following figures, the contrast 
between the ponds and streams which were presumably 
exposed to pollution on the one hand, and the wells, 
sprii^, and taps on the other, being marked. 





Aversfie Number of 
Colonies per c.c. 




GeUtin, go". 


WurtiAsar. 




,664 






43 
95 
»4 













In 1903 Nibecker and one of ourselves (Winslow and 
Nibecker, 1903) made an examination of 259 samples 
of water from presumably unpollut^ sources in Eastern 
Massachusetts, includir^ public supplies, brooks, springs, 
ponds, driven wells, and pools in the fields and woods, 
with a view to testing the value of the body-temperature 
examination. In many cases the samples showed high 
gelatin counts, since some of the waters were exposed to 
surface wash from vacant land, but the average number 
of organisms developing on lactose agar at 37° was less 
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^D 37° COUNTS 

(Winslow and Nibeckt 



Dextnase Broth 



Cambridge supply (lap). . . 
Wakefield and Stoneham supply 

(tap) 

Lynn supply (tap) 

Brookline supply (tap) 

Plymouth supply (tap) 

Peabody supply (tap) 

Dedham supply (tap) 

Newburyport supply (tap) 

Salem supply (tap) 

Taunton supply (tap) 

Sharon (well) (tap) 

Medford supply (tap) 

MUton supply (tap) 

Westerly, R. I., supply (tap). . . 

Driven wells 

Sprites 

Ponds fed by brooks 15 T67 

Melted snow. i 

Pools in fields 12 365 

Pools in woods 

Roadside pools 

Stream, Blue Hill Reservation, . 

Flow from rocks 

Ponds fed by springs 

Drainage from manured pasture. 

Swamps 

Rain-water after twelve houis' 

heavy fall 

Shallow well in Lynn woods. . 

Totals 259 
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than 8 per c.c. The highest individual counts obtained, 
as will be seen by reference to the table on the preceding 
page, were 95 in a meadow pool, 83 in a brook, and 74 
in a barnyard well, the latter probably actually polluted. 
Only two samples in the whole series, one from the well 
above mentioned, gave any red colonies on the agar 
plates. 

Thus it is dear that organisms growing at the body tem- 
perature and those fermenting lactose are not numerous 
in normal waters, the total count rarely exceeding 50, 
with acid producers generally entirely absent. On the 
other hand, the numbers on the litmus-lactose-agar plate 
will be likely to run into hundreds with a good proportion 
of red colonies when polluted waters are examined. The 
method is, therefore, one of the most useful at the dis- 
posal of the bacteriologist. It yields results within 
twenty-four hours, and the conclusions to be drawn from 
it are definite and clear. 



i.vCoogIc 



CHAPTER V. 



The discovery of the organisms which specificaUy 
cause the infectious diseases naturally led to the hope 
that their isolation from polluted water might become 
the most convincing proof of its sanitary quality. The 
typhoid bacillus and the spirillum of Asiatic cholera were 
in this connection of paramount importance, and to the 
search for them many investigators devoted themselves. 

In the earher examinations of water for the typhoid 
bacillus an attempt was made to use media which espe- 
cially favored the growth of the microbe sought for, or to 
begin with some process of "enrichment" in which the 
sample was iocubated imder conditions which would 
favor the growth of the pathogenic organisms while 
checking the development of the coirmion water bacteria. 
It was apparent that the body temperature and the pres- 
ence of a slight excess of free acid furnished such condi- 
tions, and most of the methods suggested rest upon 
these principles. The most general perhaps is that of 
Parietti (Parietti, 1890), which consists in the addition 
of the water to a series of broth tubes containing increas- 
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vag amounts of a solution of 4 per cent hydrochloric acid 
and 5 per cent phenol. From tubes in which growth 
occurs after twenty-four hours at 37°, the organisms 
present may be isolated In pure cultures by some plating 
method and identified by subcultures. 

The great difficulty with the enrichment processes is 
that the conditions which favor the multiplication of the 
typhoid bacillus are suited in an even higher degree to 
B. coli and other intestinal organisms. Being present in 
almost all cases in much higher numbers than B. typhi, 
these germs devdop most abundantly, and effectually 
mask any disease germs originally present. In order to 
obviate this difficulty, Hankin (Hankin, 1899), after 
adding successively increasing portions of Parietti solu- 
tion to tubes inoculated with the water to be tested, 
selected the second highest tube of the series in which 
growth occurs for the inoculation of a new set, finally 
plating as above. He believed tliat the chance for over- 
growth in this method is somewhat decreased; but in 
the hands of other investigators it has not met with marked 
success. Klein (Thomson, 1894), in his investigations, 
made use of the Berkefeld filter to concentrate the or- 
ganisms in the sample. Some recent observers have 
abandoned the enrichment process altogether and recom- 
mend direct plating upon phenolated gelatin or on the 
Eisner {Ebner, 1896} medium made by adding 10 per 
cent of gelatin and i per cent of potassium iodide to an 
infusion of potato whose reaction has been adjusted to 
30 on Fuller's scale. In all cases, however, the chance 
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of success is small; as is well shown by the experiments 
of Laws and Andrewes (Laws and Andrewes, 1894), who 
entirely failed to isolate the typhoid bacillus from the 
sewage of London and found only two colonies of the 
oi^anJsm on a long series of plates made from the sewage 
of a hospital containing forty typhoid patients. So Wathe- 
let (Wathelet, 1895) found that of 600 colonies isolated 
from typhoid stools and having the appearance charac- 
teristic of B. coli and B. typhi only 10 belonged to the 
latter species. 

At the other end of the process the identification of the 
pure cultures- isolated is again subject to considerable 
uncertainty. The typhoid bacillus belongs to a large 
group which contains numerous varieties differing from 
each other by minute degrees. The inability to repro- 
duce the disease by inoculation in available test animals 
owing to their natural immunity is a serious drawback; 
and the specific biochemical characters of the organism 
are, as it happens, mostly negative ones, as shown by com- 
parison with B. coli, to which it is supposed to be allied. 



COUFASISON OP THE CHAKACIERS OP B. COLI AND B. TtBBl. 

<Honocks.i»ai.) 

C. coli. B. fyfhi. 

(i) Surface Colonies, Gelatin (i) Much thinner than those 

Platea. — Thicker, and grow more of B. coli, and grow more slowljr. 

rapidly than those of B. typhi. After forty-eight hours' incuba- 

After forty-eight hours' incubation tion at 11° C. they are hardly 

at m" C. they are usually large visible to the naked eye. 

and cbaracteriatk. 
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C. coli. 
(i) Gelatin-stab. — Quick growth 
on th« surface and along the line 
of inoculation. 



(3) Gelatin-slope. — Thick broad 

grayish-white growth with a cre- 
nated mar^. 

(4) Witte's Peptone and Salt 
Solution. — Indol produced. 

(s) Milk. — Coagulated. 

(6) Litmus-whey, one week at 
37' C. Acid produced, usually 
requiring from 20 to 40 per cent of 
— alkali to neutralize it. 

(7) Neutral-red Glucose-agar. — 
Marked green fluorescence. 

(8) Glucose-gelatin and Lac- 
tose-gelatin Shake Cultures, and 
Glucose-agai-stab. — Marked gas 
foimation. 

(9) Gelatin, 25 per cent, incu- 
bated at 37° C— Thick film 
appeara on the surface. 

(10) Potato, — As a rule, a thick 
yellowish-brown growth. 

(11) Proskauer and Capaldi's 
Media. No. I, after twenty hours 
growth, medium acid. No. II, 
Growth, medium neutral or faindy 
alkaline. 

(11) Nitrate-broth.— Nitrate re- 
duced to nitrite, 

(13) Microscopical Appear- 
ances. — A small bacillus often like 
a coccus, not motile as a rule. 

(14) Flagella.— Usually i to 3, 
short and brittle; sometimes 8 to 
II, long and wavy. 



B. typhi. 
(3) Slow growth on the surface 
like the colonies; along the line of 
inoculation the growth is much 
thinner, and often ends below in a 
few white points consisting of dis- 
crete colonies. 

(3) Thin narrow grayish-white 
growth, crenated margin not 
marked as in B. coli. 

(4) No formation of indol. 

(5) Unchanged after a month. 

(6) Very small amount of acid 
produced, requiring not more than 

6 per cent of — alkali to neutralize 

(7) No change, 

(8) No gas formation. 



(9) No film appears on the sur- 
face, but a general growth takes 
place throughout the tube. 

(to) Thin transparent growth 
hardly visible to the naked eye. 

(11) No. I, no growth or change 
in the reaction of. the medium. 
No. II, Growth, medium acid- 



(12) Reduction of nitrate not so 
marked. 

(13) Usually longer than B, 
coli; highly motile, with a quick 
serpent -like movement. 

(14) Usually 8 to 12, long and 
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(15) Agglutination. — As a rule, (15) Marked agglutination with 
no agglutination with a dilute anti- dilute anti-typhoid serum. 
Qphoid senim. 

Of the many observers who have reported the isola- 
tion of the typhoid bacillus from water all but the most 
recent are quite discredited, on account of the insufficiency 
of their confirmatory tests, and even the latest results 
should be received with caution. Since the introduction 
of the Widal (Widal, 1896) reaction, founded on the 
fact that typhoid bacilli examined under the microscope 
in the diluted blood-serum of a typhoid patient lose their 
motility and "agglutinate" or clump together, an import- 
ant aid has been furnished in the diagnosis. Yet serum 
tests are notably erratic, and insufficient to identify an 
organism without an exhaustive study of biochemical 
reactions, especially as many organisms are a^lutinated 
by typhoid serum in a more or less dilute solution. The 
discovery of the Bacillus dysenterise of Shiga,* which 
closely resembles the typhoid bacillus, has made the 
identification of the latter more dubious than ever. 

It seems probable that in some recent cases the typhoid 
bacillus has indeed actually been isolated from polluted 
water, as by Kubler and Neufeld (Kiibler and Neufeld, 
1899), who examined a farmhouse well at Neumark in 
1899, and Fischer and Flatau (Fischer and Flatau, 1901), 
who discovered an organism responding to a most ex- 
haustive series of tests for the typhoid bacillus in a well at 

* For an account of the Biok^y of B. dysenterue the student is 
referred to an article by Dombrowsky, iQO.'}. 
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Rellingen in 1901- In these cases the water was directly 
plated upon Eisner's medium or phenolated gelatin with 
no preliminary process of enrichment. 
The search for the typhoid bacillus is usually suggested 
' when an outbreak of the disease has cast strong suspicion 
upon some definite source of water-supply. By the time 
an epidemic manifests itself, however, the period of the 
original infection is long past, and the chances are good 
that any of the specific bacilli once present will have dis- 
appeared. While elaborate experiments have shown 
that B. typhi may persist in sterilized water for upwards 
of two months and in unsterilized water from three days 
to several weeks, the number of the organisms present is 
always very rapidly reduced (Frankland, 1894). Epi- 
demiological evidence confirms the results of Laws and 
Andrewes which teach that the number of typhoid bacilli 
even in polluted water probably is never very great, while 
the fate of Lowell and Lawrence in 1890-91 seems strongly 
to demonstrate that even a small number of virulent 
organisms can bring about an almost wholesale infection. 
Indeed if the virulent organism were as abundant as some 
recent results would indicate {Remlinger and Schneider, 
1897), the human race would long since have been exter- 
minated. On the whole it seems that since a positive 
result is always open to serious doubt, and a negative 
, result signifies nothing, the search for the typhoid bacillus 
itself, however desirable theoretically, carmot be regarded 
at present as generally profitable. 

The isolation of the diolera bacillus from water can 
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probably be accomplished with somewhat less difficulty 
than is encountered in the case of B. typhi. Schottelius 
(Schottelius, 1885) was the first to fwDint out the necessity 
for growing this organism in an alkaline medium, and 
Loeffler (Loeffler, 1893) found that its isolation from 
water could be successfully accomplished by adding 10 c,c. 
of alkahne peptone broth to 200 c.c. of the infected water 
and incubating for twenty-four hours at 37°, when the 
oiganism could be found at the surface of the medium. 

Somewhat earher than this Dunham (Dunham, 1887) 
had made a special study of the chemical reactions of the 
cholera bacillus and found that the organism would grow 
abundandy in a solution containing i per cent peptone 
and .5 per cent salt (Dunham's solution), producing the 
"cholera-red or nitroso-indol reaction." This medium 
was brought into practical use by Dimbar (Dunbar, 1892), 
who succeeded in isolating the organisms from the water 
of the Elbe in 1S92, during the cholera epidemic at Ham- 
burg. 

Koch (Koch, 1893) prescribed the following method 
for the isolation of the organism from water: 

To 100 C.C. of the water to be examined is added 1 
per cent peptone and 1 per cent salt. The mixture is 
then incubated at 37". After intervals of ten, fifteen, and 
twenty hours the solution is examined microscopically 
for comma-shaped oiganisms, and agar plate cultures are 
made which are likewise incubated at 37". If any 
colonies showing the characteristic appearance of the 
cholera bacillus are found, these are examined micro- 
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scopically, and if comma-shaped organisms are present, 
inoculations are made into fresh tubes to be further tested 
by means of the indol reaction and by inoculation into 
animals. The existence of other spirilla of some patho- 
genic power renders necessary the greatest care and 
caution in claiming positive isolations. That no great 
improvement on Koch's method has been made during 
the last ten years seems apparent from the statements of 
Kolle and Gotschlich (Kolle and Gotschlich, 1903), who 
employed "the peptone method with subsequent agar 
cultivation" in the isolation of the organisms from fsces 
of cholera patients during the epidemic in Egypt in 1902, 
and who have made notable epidemiological and clinical 
researches upon this disease. 

Other pathogenic organisms have been isolated from 
waters, according to the accounts of numerous investi- 
gators, but from the sanitary point of view the typhoid 
and cholera bacilli are of most importance since these are 
manifestly the germs of disease most likely to be dissemi- 
nated through this medium. For the detection of B. 
anthracis and other spore-forming pathogenic bacteria 
which may at times gain access to water from stockyards, 
slaughter-houses, etc., the method suggested by Frank- 
land (Frankland, 1894) may be adopted. The water 
to be examined is heated to 90° for two minutes and then 
plated, the characteristic colonies of the anthrax organism 
being much more easily discerned after the destruction of 
the numerous non-sporing water bacteria. Again, water 
is sometimes the means of distributing the germs of 
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dysentery and diarrhcea, aS shown by die decrease of 
these diseases in Burlington, Vt. (Sedgwick, 1903), and 
other communities where pure water-supplies have been 
subsdtuted for polluted ones. ' It is possible that the 
examination of water for the B. dysenterise may in the 
future help to throw important light on the sanitary con- 
dition of a water. 
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METHODS FOR THE ISOLATION OF THE 
COLON BACILLUS. 

The Bacillus coli was first isolated by Escherich 
(Escherich, 1884) from the fseces of a cholera patient. 
It was subsequently found to be a normal inhabitant of 
the intestinal tract of man and many other animals and ■ 
to occur regularly in their excretions, and on this account ■ 
it became of the highest interest and importance to 
sanitarians, since its presence in water-supplies was 
regarded as direct evidence of sewage pollution. 

This oi^anism may be described as a short, usually 
motile rod, with diameter generally less than one micron 
and exhibiting no spore formation. It forms thin irregu- 
lar translucent films upon the surface of gelatin, called 
"grape-leaf colonies" by the Germans, produces no 
liquefaction, and gives a wire-nail-like growth in slick 
cultures. It forms a white translucent layer of character- 
istic appearance upon agar, produces a more or less 
abundant, moist, yellowish growth on potato, and tur- 
bidity and some sediment in broth; it ferments dextrose 
and lactose with the formation of gas of which the ratio is 

H 2 ^. . . 

^Q-"=-, according to most mvestigators; one vanety 
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ferments saccharose with a gas ratio j=r^ approaching ~, 

and another does not. As a rule, a strong acid reaction 
is developed in all sugar-containing media. The or- 
ganism reduces nitrates to nitrites and sometimes to 
ammonia. It coagulates casein in litmus milk, and 
reduces the litmus with subsequent slow return of- the 
color (red), and forms indol in peptone solution. Many ' 
cultures of this organism are fatal to guinea-pigs when 
the latter are inoculated subcutaneously with i c.c. of a 
twenty-four-hour bouillon culture, and most cultures 
produce death when this amount is inoculated intraperi- 
toneally. Although not a spore-forming bacillus, and in 
general not possessing great resistance against anti- ' 
septic substances, B. coh seems to be less susceptible to 
phenol than are many other forms, especially certain 
water-bacteria. 

The Wurtz litmus-lactose-agar plate (Wurtz, 1892), as 
noted in Chapter IV, furnishes one ready method for the 
isolation of R coli from water, and it was used by Sedg- 
wick and Mathews for the purpose as early as 1893 
(Mathews, r893). The process is based upon the fact 
already alluded to, that B, coli readily ferments lactose 
with the formation of acid. If, therefore, plates are made 
with agar containing both lactose and htmus, the colon 
colonies develop as red spots in a blue field. Since or- 
ganisms other than B. coli may also develop red colonies, 
it becomes necessary further to examine the red colonies 
io order to prove that they are made up of colon bacilli. 
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This is done by fishing from isolated suspicious-looking 
colonies, replating and inoculating into the usual media 
for diagnostic work. 

For success in examining polluted waters by this method 
it is necessary to get a sufficient dilution so that colonies 
may be well isolated, and to this end it is advisable that a 
number of different dilutions be employed, a series of 
plates being prepared from each. Under any conditions 
the detection of the colon bacillus is seriously hampered 
by the development of other forms. Certain observers 
have therefore added phenol to the agar medium, com- 
bining the effect of high temperature and an antiseptic 
to check the growth of water-bacteria. Copeland for 
this purpose added to his tubes .2 c.c. of a 2% solution 
of phenol (Copeland, 1901). Chick (Chick, 1900) 
found that 1.33 parts of phenol in 1000 materially de- 
creased the number of colon bacilli which would develop, 
while 1 part gave very satisfactory results, the plates 
showing pure cultures of B. coh,^ 

The test for the colon bacillus may, however, be made 
still more delicate by a preliminary enrichment of the 
sample by growth in a liquid medium for twenty-four 
hours at 37", thus greatly increasing the proportion of 
these organisms present before plating. As suggested 
in the classic researches of Theobald Smith (Smith, 1892), 
this method may be made approximately quantitative by 
the inoculation of a series of tubes with measured por- 
tions of the water. If, for example, of ten tubes inocu- 
lated each with j-Jj- of a cubic centimeter, four show 
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the B. coli, we may assume that some 40 of these organ- 
isms were present to the cubic centimeter. Irons (Irons, 
1901), in a comparative study of various methods for the 
isolation of B. coli, showed that the preliminary enrich- 
ment frequently gave positive results when the results 
of the direct use of the agar plate were negative and 
concluded that " where the waters to be examined are 
much polluted, or where the amount of B. coU is small 
and the colony count large, the lactose plate for plating 
water direct is inferior to the dextrose fermentation- 
tube." Gage obtained similar results (Gage, 1902). 
The method of direct plating in phenol-agar is quicker 
and there is a certain danger that colon bacilli originally 
present may be overgrown and killed out in the enrich- 
ment process. If the incubation is not too prolonged, 
however, this need not occur. 

The medium ordinarily used for the preliminary enrich-' 
ment is ordinary broth to which 2.5 per cent of dextrose 
has been added, and the reaction brought to the neutral 
point. Into each of a numbei' of fermentation-tubes of this 
medium a measured quantity of the water to be examined 
is inoculated, and the culture is incubated for twenty-four 
hours at 37.5" C. At the end of this time the tubes are 
examined for gas formation. If gas is found, a small 
amount of the culture should be added, after suitable 
dilution, to htmus lactose agar and plated. 

With polluted waters it will be found advantageous to 
plate out on the first appearance of gas (4-8 hours). It 
has been shown by one of us (Prescott, 1903'*) that a very 
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rapid development of B. coli takes place in the first few 
hours after dextrose solutions are inoculated with intes- 
tinal material, and a nearly pure growth of colon bacilli 
often results, while other bacteria multiply more slowly. 
With highly polluted waters gas formation will probably 
begin within twelve hours, but with fewer colon bacilli 
present the duration must be increased. If the period 
of incubation be too long continued, trouble in the subse- 
quent steps of the isolation may be encountered because 
of the ovei^rowth of B. coli by the sewage streptococci, 
which are almost invariably present, and which by their 
greater acid-producing powers may check the growth of 
the colon bacilli. . 

As has already been stated, phenol has less inhibitory 
action upon B, coli than upon normal water-bacteria, 
hence a broth containing this substance may be employed 
for preliminary enrichment; and this medium has been 
used in place of dextrose broth for many of the studies 
made in connection with the Chicago drainage canal 
(Reynolds, 1902). Phenol broth consists of ordinary 
broth to which 0.1 per cent phenol is added, and the 
method of procedure is to add i c.c. of the water to 10 c.c. 
of the sterilized phenol broth and incubate at body 
temperature for twenty-four hours. Litmus-lactose-agar 
plates are then made and the examination of the red 
colonies carried on as described for the dextrose-broth 
method. The dextrose broth furnishes, however, a much 
more delicate test than the carbol broth when the ntim- 



:,.;,l,ZDdbyG00gk' 



ISOLATION OF THE COLON BACILLUS. 63 

ber of colon bacilli present is small, as is clearly shown by 
the following table from Irons. 

FROFORTIOH OF POSITIVE RESULTS IN TESTS OE POLLITTED AND 
WNPOLLnTED WATERS BY DEXTROSE FEKUENTATION-IUBE AND 
CABBOL-BBOIH UETBODS. 

(Irons. i«si.) 





EWMrose 

tube. 


^■sk^ 




33 3t S 
S6 38 JS 


+ - t 
38 3=> I 
37 61 21 







Furthermore, the dextrose fermentation-tube possesses , 
a second advantage in the fact that a decisive negative 
test may be obtained within twenty-four hours of the 
original planting of the sample. If no gas is formed in 
the tube, we commonly assume that B. coli is absent and 
carry the examination no farther. 

When it is desired to examine samples larger than i c.c. 
for B. coli it becomes necessary to modify the enrichment 
process by adding the nutrient material to the water 
instead of the reverse. For this purpose phenol dex- 
trose broth (consisting of broth with 10 per cent dex- 
trose, 5 per cent peptone, and .25 per cent phenol) may 
be added to the sample of water to be enriched as sug- 
gested by Gage (Gage, igoi). Generally 10 c.c. of the 
broth is' added to 100 c.c. of the water. The sample is 
then incubated at 37° for twenty-four hours, and if at the 
end of that time growth has taken place, a cubic centi- 
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meter is inoculated int* a dextrose tube. If this tube 
shows gas formation after twenty-four hours at 37°, a ht- 
mus-lactose-agar plate is made and the other diagnostic 
tests applied. 

Our experience has shown that it is not specially advan- 
tageous to apply the colon test in such lai^e samples, 
since the significance of B. coli when present in numbers 
less than i per c.c. is extremely doubtful. On the other 
hand the danger of overgrowth is greatly increased by 
this process and negative results may often be obtained 
when the organisms are really present. Hunnewell and 
one of ourselves (Winslow and Hunnewell, 1902'') found 
that of 48 samples of certain polluted river waters 18 gave 
B. coli when i c.c. was inoculated directly into dextrose 
broth, while in only 4 cases was a positive result obtained 
after preliminary treatment of 100 c.c. in carbol broth. 
In 153 samples from presumably unpolluted water B. coU 
was found 5 times in i c.c, and 11 times by the examination 
of the larger sample. The authors, therefore, concluded 
as follows: 

"It appears evident that the use of large samples in 
applying the colon test to the sanitary analysis of drink- 
ing-water is not advantageous. In comparing the results 
of the tests in i c.c. and in ipo cc, it will be noted that the 
proportion of lactose fermentii^ organisms and of colon 
bacilli in the unpolluted watyii was more than doubled 
in the latter; thus waters of good quaUty are more likely 
to be condemned by the use of large samples. On the 
other hand, in the polluted waters a considerable propoi^ 
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tion of the colon bacilli originally present were lost during 
the incubation of the large samples, so that waters of bad |_ 
quality actually appeared to better advantage by the use 
of 100 c.c. with preliminar)' incubation in phenol broth." 

Similarly ^Vhipple (Whipple, 1903) notes that 2.9 per 
cent of some samples of water examined by him gave 
positive tests with .1 c,c. but not with i cc, while 4.3 per 
cent gave positive tests with .1 cc. or i c.c. and negative 
tests with 10 c.c. Again, in another series of samples 
examined, of those which gave positive samples in smaller 
portions 5.3 per cent were negative in 10 c,c., 4.7 per cent 
in 100 c.c, and 7.7 per cent in 500 cc. 

In all practical processes of examining water for B. coli 
one essential step is the isolation of pure cultures upon , 
the litmus- lactose- agar plate, whether the plate be inocu- 
lated from the water direct or from a preliminaiy enrich- 
ment culture. In the first case a measured quantity of 
water must be added. In the second case, since the 
enrichment- tube was inoculated with a known amount of 
water all further work is purely qualitative and it is only 
necessary to obtain such a number of colonies upon the 
lactose plate that the isolation of a pure culture shall be 
easy. In practice the following procedure has been 
found generally successful. After the dextrose-tubes have 
been incubated for twelve to twenty-four hours at 37°, 
from those which show gas, one loopful is carried over 
to a tube containing 10 cc, of sterile water, and of this 
water one loopful is taken for the inoculation of the plate. 
Ordinarily this will give colonies which are sufficiently 
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well separated, but a second plate, inoculated from the 
dilution water with a straight needle instead of a loop, 
furnishes a desirable safeguard. 

The htmus-lactose-agar plates made in this manner 
should be incubated for from twelve to twenty-four hours at 
the body temperature (37°), at the end of which time if B. 
coli is present red colonies upon a blue field will be visible. 
' If a pure culture of B. coli is obtained, the litmus-lactose- 
agar plate may become blue again after forty-eight hours 
owing to the formation of amines and ammonia by the 
action of the bacteria upon the nitrogenous matter present. 
If the dilution is too low, the resulting colonies will be 
small and imperfectly developed, making it difficult to be 
sure of pure cultures for the subsequent tests. A great 
number of colonies will also prevent the change of reac- 
tion from acid back to alkaline. Since many bacteria 
ferment lactose with the formation of acid, it is erroneous 
to regard all colonies as those of B. coli; in all cases 
several colonies from each plate should be isolated upon 
agar streaks and further studied in subculture. 

In the selection of those red colonies which are to be 
fished from the litmus-lactose-agar plate the appearance 
of the growths must be closely noted. A colony of irregu- 
lar contour, surrounded by a very faint area of reddening, 
will probably belong to some member of the B.. mycoides 
group (Winslow and Nibecker, 1903); small, compact, 
bright-red colonies are characteristic of the streptococci, 
and Gage and Phelps (Gage and Phelps, 1903) have 
pointed out that of these there are two types, one of a 
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brick-red color, and of such consistency as to be readily 
picked up by the needle-point and the other smaller and 
of an intense vermilion color. The colonies of the colon 
bacillus are usually well formed, pulvinate on the sur- 
face and fusiform when growing deeper down. 

The agar streak made from the litmus-lactose-agar plate 
shows after twenty-four hours certain marked character- 
istics. The most distinct types are two, the abundant, 
first translucent, later whitish and cheesy growth, cover- 
ing nearly the whole surface of the agar, characteristic of 
B. coil and its allies, and a very faint growth, either con- 
fined strictly to the streak or made up of faint isolated 
colonies, dotted here and there over the surface. The 
latter cultures are typical of the sewage streptococci, and 
a microscopic examination will generally settle their status 
at once. Of the more luxuriant growths, some of which 
are stringy to the needle many will generally prove to be 
atypical, and if any of the weakly fermenting forms (B. 
mycoides) are present, a dull wrinkled growth will be 
produced. 

Having submitted the sample of suspected water to a 
preliminary enrichment process, and having isolated pure 
cultures of suspicious oi;ganisms from the litmus-lactose- 
agar plate, the third step is the examination of the specific 
reactions of the organisms thus obtained. Just what 
characters to use in defining the "colon bacillus" is a 
matter of prime importance. The whole question of 
species among the bacteria is an extremely complex one, 
since around each definite species are grouped forms 
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differing from the type in one or two of its character- 
istics. 

As Whipple says (Whipple, 1903), "The type form of 
Bacillus coli is one which can be defined within reason- 
ably narrow Hmits, but when the organism has been away 
from its natural habitat for varying periods of time, and 
has existed under abnormal conditions, its ability to react 
normally to the usual tests appears to be greatly impaired. 
Its power to reduce nitrates may be lost, or on the other 
hand may be increased; its power to produce indol may 
be lost, or on the other hand, it may be increased; its 
power to coagulate milk, even, is sometimes reduced, 
although seldom entirely lost; its power to ferment car- 
bohydrates may be altered so that the amount of gas 
obtained in a fermentation-tube, as well as its ratio of 
H to CO,, is quite abnormal. But in spite of all these 
facts, the bacillus tested may have been originally a true 
Bacillus coli." 

The more of such atj^pical forms which are included 
the greater will be the number of positive isolations. At 
present our definitions must be more or less arbitraiy; 
each observer will consider as true colon bacilli those 
which fulfil his particular set of tests, and will class as 
pseudo-coloD organisms those which do not. li we find, 
having established such an arbitrary standard, that the 
colon bacillus, as determined by it, is found in waters 
known to be polluted, and not, as a rule, in those known 
to be free from pollution, the sanitarian can afford to 
ignore the theoretical question of specific values and 
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make confident use of the practical test. It is, of course, 
highly desirable that some standard set of reactions 
should be commonly adopted by sanitary bacteriologists; 
and it is to be hoped that some such uniform scheme may 
soon be drawn up by the Society of American Bacteriolo- 
gists or by the American Public Health Association. At 
present the plan developed by the Massachusetts State 
Board of Health (Massachusetts State Board of Health, 
1899) is most widely prevalent in this country. It in- 
volves the use of six simple, definite, positive tests — the , 
growth in gelatin, lactose-agar, dextrose broth, milk, 
nitrate solution, and peptone solution. 

For recording the results of the various tests applied, 
the appended blank form has been in use at the Massa- 
chusetts Institute of Technology. On the upper part of 
the sheet are noted the results of the gelatin count and 
the htmus-agar count at 37°. In the second case the 
number of acid-formers is placed in brackets after the 
total numbers. The lower oart is used for the B. coli 
isolation. 

MASSACHUSETTS INSTITUTE OF TECHNOLOGY. 
Bacteriological Examination of Water. 
Sample No. Date at collection 

Examined by Hour of collection 

Place of collection Remarks 



QnANTITATIVE A 

Gelatln-plale cultures. No. colonies Agar-plate cultures at 

48 houis per ex. No. colonies pet c.c. 

24 hours 
Average Average 

Kemarks 
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QtTALITATIVE ANAI.YS1S. 

Preliminary fermentation-tube 
Lilmus-tactose-agai plates 
Agar streak culture 
Fermentation-tube 
Nitrate test 
Milk test 
Indol reaction 
GelatiD stab cultUM 
Remarks 

Opposite the words " Preliminary fermentation-tube " 
the results of the first enrichment test in the five or ten 
tubes inoculated are recorded by plus or minus signs. 
Under the columns headed by plus signs the presence or 
absence of typical red colonies on the litmus-kctose-agar 
plate is similarly indicated. The third line serves for 
the results of the microscopic and macroscopic appear- 
ance of the agar streak. If this gives the proper type of 
growth and rod-shaped organisms are found, a dex- 
trose fermentation-tube, a nitrate tube, a milk tube, a 
peptone tube, and a gelatin stab are inoculated from it. 

After twenty-four hours incubation at 37°, the first 
three of these subcultures are examined and the results 
recorded in the proper columns by plus and minus signs. 
The amount of gas in the closed arm of the dextrose tube 
may be conveniently measured by the Frost gasometer 
(Frost, 1901). Then a few centimeters of strong sodium 
or potassium hydrate are added and mixed with the broth 
by cautiously tipping the tube and a second measurement 
determines the amount of gas absorbed (assumed to be 
CO3). The gas should first fill from a third to two- 
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thirds of the closed arm and about one-third of this should 
be absorbed- The nitrate tube is tested for nitrites by 
adding a drop of the following solutions in succession: 

A. Sulphanilic acid 5 gram 

Acetic add (»s% sol.) 130-° ex. 

B. Naphthylamine chloride .1 gram 

Distilled water zo.o c.c. 

Acetic add (35% sol.) 150.0 c.c. 



A red or violet coloration indicates the presence of 
nitrites. The milk tube is merely heated to boiling over 
the free flame; if coagulation occurs the test is considered 
positive. 

After seventy-two hours incubation at 37° the peptone 
solution is examined for indol by addit^ i c,c. of a .02 per 
cent solution of sodium or potassium nitrite and i c.c. of a 
I to I solution of sulphuric acid. Both the tube and 
the reagents should be cooled on ice before mixing, and 
the tube should be left in a cool place for an hour after- 
ward to allow time for the characteristic rose-red color 
of nitroso-indol to develop. The gelatin tube is kept at 
20° for seven days according to the procedure adopted 
at the Massachusetts Institute of Technology. It seems 
undesirable in practice to prolong the test much beyond 
this point, although some slowly liquefying oiganisms 
are doubtless included, which would be thrown out by a 
longer incubation. The extent of this source of error 
as well as the relative importance of the various other 
diagnostic tests is well shown in the following table of 
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the results obtained at Lawrence during a period of 
eighteen months. 

It should be noted that considerable differences often 
appear in these biochemical reactions between tubes of 
the same batch of a medium, inoculated with approxi- 
mately the same amount of the same culture. This has 
been shown very markedly for the amount of the gas and 
the proportion of carbon dioxide in the dextrose tube by 
Fuller and Johnson (Fuller and Johnson, 1899), Penning- 
ton and Kiisel (Pennington and Kiisel, 1900), Gage 
(Gage, 1902), and one of ourselves (Winslow, 1903). 
Variations in the nitrate reduction are often even more 
marked, one tube, perhaps, showing a strong reaction 
and another none- In important cases, therefore, it is 
desirable to inoculate the subcultures in duplicate. 
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CHAPTER Vn. 
SIGNIFICANCE OF THE PRESENCE OF B. COLI IN WATER. 

Ten years ago the B. coli of Escherich occupied a posi- 
tion of very great prominence in the eyes of sanitarians. 
If it was not considered to be in itself a dangerously patho- 
genic genn, it was at least regarded as a suspiciously close 
.relation of the typhoid organism. At this time, therefore, 
the alleged presence of either of these forms was quite 
sufficient to condemn a water-supply. 

Investigation soon showed, however, that the Bacillus 
coli was by no means confined to the human intestine. 
Dyar and Keith (Dyar and Keith, 1893) found it to be the 
prevailing intestinal form in the cat, dog, hog, and cow. 
In the goat and rabbit they reported that no single organ- 
ism was constantly present; and in the case of the horse, 
the place of the colon bacillus was talien by a new form, 
described by the authors under the name of B, equi intes- 
tinalis. About the same time, Fremlin (Kremlin, 1893) 
found colon bacilli in the feces of dogs, mice, and rabbits, 
but not in those of rats, guinea-pigs, and pigeons. Smith 
(Smith, 1895) recorded the presence of the same or- 
ganism, in almost pure cultures, in the intestines of dogs, 
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cats, swine, and cattle; and he also found it in the organs 
of fowls and turkeys after death. Brotzu (Brotzu, 1895) 
reported B. coli and allied forms as very abundant in the 
intestine of the dog; and Belitzer (Belitzer, 1899) still 
more recently isolated typical colon bacilli from the 
intestinal contents of horses, cattle, swine, and goats. 
Russell and Bassett (Russell and Bassett, 1899) stated that 
studies made by E. B. Hoag in Professor Russell's labora- 
tory indicated the presence of bacilli of the colon group, 
fermentii^ dextrose with a gas formula of ^, in the feces 
of " a considerable number of different species of mam- 
malia, as well as that of birds, fish, etc.," while similar 
organisms with the inverted gas formula J were con- 
adered by the same authors to be characteristic of decom- 
posing orgaiiic matter of vegetable origin, free from sus- 
picion of fecal contamination. Moore and Wright 
(Moore and Wright, 1900) recorded the finding of the 
colon bacillus In the horse, dog, cow, sheep, and hen; 
and in a later report (Moore and Wright, 1902) they noted 
its occurrence in swine and in some, but not all, the speci- 
mens of rabbits examined. In frogs it was not found. 
Amyot (Amyot, 1902) failed to find B. coli in the intes- 
tines of 23 fish representing 14 species. The possibility 
that colon bacilli may be introduced into unpolluted 
waters through the agency of fish was considered again 
by Johnson, in a paper read at the Washington meeting 
of the American Public Health jVssociation and not yet 
pubhshed. Colon bacilh were found present in the 
intestinal tract of fish taken from polluted waters, and 
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' the conclusion was drawn that the migration of fish from 
a contaminated stream or lake to an unpolluted one may 
explain the occasional finding of B. coli in small samples, 
or the more regular detection of it in large volumes of the 

! water. 

Many bacteriologists have gone much further and 
afl&rmed that the colon bacillus was not a form character- 
istic of the intestine at all, but a saprophyte havii^ a wide 
distribution in nature. The first of this school, periiaps, 
was Kruse (Kruse, i894),who in 1894 protested against the 
arbitrary conclusions drawn from the colon test as then ap- 
plied. He pointed out that the characters usually observed 
marked, not a single species, but a large group of organisms. 
As ordinarily defined, he added, "the Bacterium coli is in 
no way characteristic of the feces of men or animals. 
Such bacteria occur everywhere, in air, in earth, and in 
the water, from the most different sources." Even if the 
relations to milk and sugar media be considered, "micro- 
organisms with these characteristics are also widespread." 
Dr. Kruse gave no experimental data on which his opinion 
was based. In the same year Beckmann (Beckmann, 
1894) isolated a bacillus which he identified by pretty 
thorough tests as B. coli from the city water of Strass- 
burg, a ground-water which he believed could by no pos- 
sibility be subject to fecal contamination. Lai^e quan- 
tities of water were used for the isolation. 

Refik (Refik, 1896) recorded the constant presence of 
colon bacilli in water of all sorts, public supplies, wells, 
cisterns, and sprites in the neighborhood of Constanti- 
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nople, but the only characters which these "colon bacilli" 
exhibited in common -were the "classical growth" upon 
potato, the possession of less than 8 cilia, and the power 
of active development on certain media upon which the 
typhoid bacillus did not grow. A more careful and sig- 
nificant piece of work on the same line was published by 
Poujol in the succeeding year. This author reported 
(Poujol, 1897) the isolation of B. coH from 22 out of 34 
waters studied by him in relation to their use as public 
supplies. The waters were from various sources — springs, 
wells, and rivers — but all were of fair quality and many 
quite free from any possibility of contamination. Samples 
of 100 c.c. were used for analysis; in the only case in which 
a smaller amount was also tested, broth inoculated with 
10 drops of the water and placed at 45° C. remained 
sterile. The author concluded that "fecal contamination 
can only exceptionally be invoked to explain the presence 
of B. coli in water. As the bacteria of the subterranean 
water are contributed to it from the surface of the earth 
by the water which filters downward, I am rather inclined 
J to believe in a general diffusion of B. coli either on the 
surface of the earth, where it might be deposited with 
the dust of the air, or in the superficial layers of the earth, 
which may form one of its normal habitats." Therefore, 
the author considered that caution should be exercised 
in condemning a water on account of the presence of B. 
coli, except, as he added, "for those cases where it exists 
in considerable quantity." 
Certain Itahan observers appear to have come to even 
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less conservative conclusions. Abba (Abba, 1895) found 
colon bacilli constantly present in certain unpolluted 
waters near Turin. Moroni (Moroni, 1898; Moroni, 

1899) reported the examination of numerous deep and 
shallow wells and unpolluted springs about Panna, as 
well as of the public water-supply of the city, for the colon 
bacillus and concluded that that organism was a water form 
and had no sanitary significance. The characters used 
for the identification of the species in this case were fairly 
exhaustive, but both Abba and Moroni used liter samples 
for analysis. 

Levy and Bmns (Levy and Bruns, 1899) gave a new 
turn to the discussion by emphasizing the importance of 
animal inoculation, already su^ested by Blachstein (Blach- 
stein, 1893} and others. They claimed that the existence of 
numerous para-colon and para-typhoid organisms in air, in 
dust, and in unpolluted water made it impossible to decide 
by ordinary bacteriological methods whether true colon 
baciUi were present in water or not. In no case, how- 
ever, did representatives of the colon group isolated by 
them from water kill a guinea-pig, even when i or 2 c.c. 
were injected intraperitoneally; and the authors,- there- 
fore, considered pathogenicity as an attribute belonging 
only to the true B. coli of the intestine. This paper 
aroused Professor Knise's pupil, Weissenfeld, to a pub- 
lication, in which the position of the Bonn school was 
carried to an extreme. Weissenfeld reported (Weissenfeld, 

1900) the analysis of 30 samples of water supposedly pure, 
and of 26 samples considered to be contaminated. In 
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each case a single centimeter sample was first incubated 
in Parietti broth, and if no growth occurred, larger samples 
of half a liter or a liter were examined. Colon bacilli 
were found in all the samples examined; and the patho- 
genicity varied independently of the source of the water.' 
The author concluded that "the so-called Bacterium 
coli may be found in waters from any source, good or bad, 
if only a sufficiently large quantity of the water be taken 
for analysis." In the first place it should be noted that 
the characters used by this investigator for defining the 
"so-called Bacterium coli" were absolutely inadequate. 
He classed under that head all bacilli of medium size, 
which formed grapevine-leaf colonies on gelatin and 
gas in sugar agar, which were more or less motile, or 
rarely non-motile, and which were decolorized by the 
Gram method. As regards coagulation of milk and 
formation of indol, "the bacteria isolated difEered." In 
the second place it is difficult to see how the author could 
possibly have believed that his experiments proved the 
isolation of the colon bacillus to be "useless as an aid in 
the sanitary examination of water," as the title of the 
paper runs- Even his own work furnishes strong evi- 
dence to the contrary. In 24 of the 26 samples from bad 
sources, he isolated his imperfectly defined colon bacilU 
from I c.c. of the water, while in only 8 of the 30 samples 
of good waters could he find such oi^anisms in that 
quantity. 
Of a series of 47 cultures of actic-acid bacteria 
' Confirmed by Savage (Savage, 1903,. 
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recently examined by one of ourselves (Prescott, 1902 '; 
Prescott, 1903) 25 were found to give the reactions of B. 
coli. These organisms were isolated chiefly from cereab 
and products of milling, such as flour, bran, corn-meal, 
oats, barley, etc., while others were in technical use for 
producing the lactic fermentation. There is no evidence 
that any of these organisms were of intestinal origin, and 
yet they possess all the characters of typical colon bacilli, 
even to the pathogenic action when inoculated into 
guinea-pigs. These results explain the results of Klein 
and Houston (Klein and Houston, 1900), who reported 
the finding of typical colon bacilli in 3 out of 24 samples 
of wheat and oats obtained from a wholesale house; rice, 
flour, and oat-meal bought at two different retail shops 
gave B. coli on all three cereals in i case and on none in 
the other. In Germany, Papasotiriu {Papasotiriu, 1901) 
was meanwhile carrying on almost exactly similar inves- 
tigations to Prescott's, with identical results. 

What then does a colon test prove? Obviously (i) the 
presence of a colon bacillus which has come directly from 
the intestine of some animal, or (2) of a colon bacillus 
which has come indirectly from an animal, or (3) of a 
saprophytic "lactic-acid bacillus" which gives the same 
biochemical reactions. This immediately raises the 
interesting questions. Is it possible that the lactic-acid 
bacilli have been indirectly derived from animal intes- 
tines, having "escaped from cultivation," as the botanists 
say? Or is the converse true, namely, that all colon 
bacilli are simply lactic-acid bacteria which have found 
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in the warm intestinal canal richly supplied with food a 
favorable habitat? 

The answer to these questions is of much theoretical 
interest, but need not be further considered here. The 
practical sanitary conclusions to be drawn are as follows: 

1. Bacteria corresponding in every way to B, coli are 
by no means confined to animal intestines, but are widely 
distributed elsewhere in nature. 

2. The finding of a few colon bacilli in large samples 
of water, or its occasional discovery in small samples, 
does not necessarily have any special significance. 

3. The detection of B. coli in a large proportion of 
small samples (i c.c. or less) examined is imperatively 
required as an indication of recent sewage pollution, 

4. The number of colon bacilli in water rather than their 
presence should be used as a criterion of recent sewage 
pollution. 

With these qualifications the value of the colon test 
was never more firmly established than it is to-day. 
Whether or not originally a domesticated form, it is clear 
that the colon bacillus finds in the intestine of the higher 
vertebrates an environment better suited to its growth 
and multiplication than any other which occurs in nature. 
It is almost certain that the only way in which large 
numbers of these organisms gain access to natural waters 
is by pollution with the domestic, industrial, and agri- 
cultural wastes of human life. If pollution has been 
recent, colon bacilli will be found in comparatively small 
samples of the waters. If pollution has been remote the 

C,.;,l,ZDdbyG00gle 



8a ELEMENTS OP WATER BACTESIOWGV. 

number of colon bacilli will be small, since there is good 
evidence that the majority of intestinal bacteria die from 
exposure in cold water. If derived from cereals or the 
intestines of wild animals the number will be insignificant 
except in the vicinity of great grain-fields or when the 
water receives refuse from grist-mills, tanneries, dairies, 
or lactic-acid factories. 

The first recognition of the necessity for a quantitative 
estimation of colon bacilli in water we owe to Dr. Smith, 
who in 1892 (Smith, 1893=) outlined a plan for such a 
study to be made by the New York Board of Health on the 
Mohawk and Hudson Rivers. Burri {Burn, 1895) pointed 
out that the use of so large a sample as a liter for exam- 
ination would lead to the condemnation of many good 
waters. Freudenreich (Freudenreich, 1895) at the same 
time indicated the necessity for taking into account the 
number of colon bacilli present. He recorded the isolation 
of the oi^anism from unpolluted wells, when as large a 
quantity of water as 100 c.c. was used, and concluded that 
it was entirely absent only from waters of great purity 
and present in large numbers only in cases of high pollu- 
tion. This author also quoted Miquel as having found 
colon bacilli in almost every sample of drinking-water if 
only a sufficient portion were taken for analysis, but gave 
no reference. 

The practical results of the application of the colon 
test from this standpoint have always proved most instruc- 
tive. As originally outlined by Dr. Smith, it consisted in 
the inoculation of a series of dextrose tubes with smaU 
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portions of water, tenths or hundredths of the cubic centi- 
meter. It was first used by Brown (Brown, 1893) in 1892 
for the New York State Board of Health, and its results ' 
showed from 22 to 92 fecaJ bacteria per c.c. in the water 
of the Hudson River at the Albany intake, and from 3 to 
49 at various points in the Mohawk River between Amster- 
dam and Schenectady. In some previous work at St. 
Louis, the colon bacilli in the Mississippi River were found 
to vary from 3 to 7 per c.c. 

Hammerl (Hammerl, 1897) used the presence of Bacillus 
coM as a criterion of self-purification in the river Mur. 
He considered, in spite of the position taken by Knise, 
that when a water contained lai^e numbers of colon bacilli, 
as well as an excess of bacteria in general, it might be 
considered to be contaminated by human or animal excre- 
ment. As, however, the organism would naturally be 
present in large quantities of such a water as that of the 
Mur, he used no enrichment process, but made plate cul- 
tures direct; he defined the B. coli as a small bacillus, 
non-motile or but feebly motile, growing rapidly at 37° C, 
coagulating milk and forming gas in sugar media. In 
general, Hammerl failed to find colon bacilli in the 
river by this method, except immediately below the 
various towns situated upon it; at these points of pollution 
he discovered a few colon colonies upon his plates, not 
more than 4 to 6 per c.c. of the water. He concluded 
that "the Bacterium coli, even when it is added to a 
stream in great numbers, under certain circumstances 
disappears very rapildy, so that it can no longer be detected 
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in the examination of small portions of the water," It 
should be noted that Hammerl's method was much less 
delicate than the use of the dextrose tube for preliminary 
incubation. 

A very important series of observations carried out in 
England by the bacteriologists of the local govenjment 
board has led to similar conclusions. Dr. Houston in 
particular {Houston, 1898; Houston, 1899'; Houston, 
1900") made an elaborate series of examinations of soils 
from various sources to see whether the microbes con- 
sidered to be characteristic of sewage could gain access 
to water from surface washings free from human con- 
tamination. In the three papers published on this sub- 
ject the examination of 46 soils was recorded. In only 
10 of the samples was B. coli found, and of these 10, 9 
were obviously polluted, being derived from sewage fields, 
freshly manured land, or the mud-banks of sewage-pol- 
luted rivers. The author finally concluded that "as a 
matter of actual observation, the relative abundance of 
B. coli in pure and impure substances is so amazingly 
different as to lead us to suspect that not only does B. coli 
not flourish in nature under ordinary conditions, but that 
it tends to even lose its vitality and die." " In brief, I am 
strongly of opinion that the presence of B. coli in any num- 
ber, whether in soil or in water, implies recent pollution of '' 
animal sort,'' Pakes (Pakes, 1900) stated on the strength 
of an examination of "about 300 different samples of 
water," no particulars being published, that water from 
a deep well should not contain B. coU at all, but that water 
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from other sources need not be condemned unless the 
organism was found in 20 c.c. or less. When colon bacilli 
were foflnd in only greater quantities than 100 c.c. the 
, water might be considered as probably safe. Horrocks 
(Horrocks, 1901), after a general review of English prac- 
tice, concluded that "when a water-supply has been 
recenily polluted with sewage, even in a dilution of one in 
one hundred thousand, it is quite easy to isolate the B. coli 
from I c.c. of the water." "I would say that a water 
which contained B. coli so sparingly that 200 c.c. required 
to be tested in order to find it had probably been polluted 
with sewage, but the contamination was not of recent 
date." Chick (Chick, 1900) found 6100 colon bacilli 
per c.c. in the Manchester ship canal, 55-190 in the pol- 
luted River Severn, and numbers up to 65,000 per gram in 
roadside mud. On the other hand, of 38 unpolluted 
streams and rivulets, 31 gave no Bacillus coh rfhd the 
other 7 gave i per c.c. or less. The Liverpool tap water, 
snow, rain, and hail gave no colon bacilli. 

In the United Slates the colon test has been exten- 
sively, apphed during the last few years to certain pol- 
luted river- waters, in particular with the view of measuring 
the purification attained by sand filtration and that 
naturally occurring during the ilow of a stream. A fairly 
good idea has thus been obtained of the numerical dis- 
tribution of the B. coli in the larger rivers. Fuller (Ful- 
ler. 1899), for example, recorded the presence of colon 
bacilli in 60 per cent of the i-c.c. samples taken from the 
Ohio at Cincinnati. When this water was passed through 
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either slow sand or mechanical filters, the effluent gave 
positive results about one-half the time in samples of 

50 C.C. 

The last three reports of the Massachusetts State 
Board of Health contain reports of the abundance of 
B. coli in a more highly polluted stream, the Merrimac 
at Lawrence. In 1898 {Massachusetts State Board of 
Health, 1899) the number of oi^anisms found by making 
litmus- lactose-agar plates directly and inspecting the 
colonies varied from 20 per c.c. in May and June to 92 per 
c.c. in August and September, the average for the year 
being 47. Of 117 samples of the water which had passed 
through the city filter, only 9 showed the organism in a 
single colony. 

In 1899 (Massachusetts State Board of Health, 1900) 
the study was considerably extended. The average num- 
ber of oolon bacilli in the river at the intake of the filter 
was again 47, and in only 1 sample out of 180 was it absent; 
below the city at the Lawrence Experiment Station the 
additional pollution raised the average number to ro3. 
The effluent as it came directly from the filter showed 
B. coli in 24 per cent of the cubic centimeters examined, 
but at the outlet of the reservoir, the proportion had 
fallen to 7 per cent and at the Experiment Station, after 
passage through the distribution pipes, to only 4 per cent. 
The results obtained in the next year, 1900, were prac- 
tically the same, but parallel tests were made in a larger 
volume of water by incubating with the addition of phenol 
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broth. The results of these comparative tests may be 
tabulated as follows: 



STATION 


(UASSACmrSETTS SI 


'ATE BOAJtD 


HEAI.TH, 1901 >. 






aiuentof 


Outlet o( 


Tap, 


Tap. Experir 


Filter. 


Reasrvoir. 


atyBall. 


Station. 


18.H 


8.57 


4.07 


..87 


38.1* 


n-i" 


15-54 


15-54 



It appeared that the use of the la;-ger volume of water 
gave veiy litde additional information, and indeed the 
real difference between the waters examined is rather 
obscured by the use of the large samples. 

In 1900 Clark and Gage (Clark and Gage, 1900) re- 
ported some specially instructive observations made when 
certain of the underdiains of the Lawrence municipal 
water-filter were relaid in the autumn of i8g8. In doing 
this work the sand on some of the beds was seriously 
disturbed; and in December, after the work was com- 
pleted, B, coli was found in 1 c.c. of the filtered efflu- 
ent in 72 per cent of the samples examined. In Janu- 
ary and February the organisms were found in 54 per 
cent and 62 per cent of the samples, respectively, while 
in March the number fell to a normal value of 8 per cent. 
Corresponding to this excess of B. coli in the city water, 
there were 12 cases of typhoid fever in December, 59 cases 
in January, 12 in February, and 9 in March, all during 
the early part of the month. The authors conclude that 
" when filtering a river-water as polluted as that of the 
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Merrimac, it is safe to assume that when B. coH is found 
only infrequently in i c.c. of the effluent the typhoid germs, i 
necessarily fewer in number and more easily removed by 
the filter, have been eliminated from the water." 

Another interesting contribution to this question was 
made by the Massachusetts State Board of Health 
(Massachusetts State Board of Health, 1901} in cormec- 
tion with the examination of the spring-waters bottled 
for sale in the State. Ninety-nine springs were included 
in this study; and in almost eveiy instance 4 samples 
were examined, 2 taken directly from the spring by 
the engineers of the board and 2 from the bottles as 
dehvered for sale to the pubhc. In the water of one 
spring B. coli was found twice, once in a sample from 
the spring and once in the bottled sample. This spring 
was situated in woodland, but was unprotected from 
surface drainage, and the method of filling bottles sub- 
jected it to possible contamination. In 5 other cases B. 
coli was found once in the sample from the spring; all 
were subject to pollution from dwellings or cultivated 
fields, and 4 of the 5 'were shown to be highly contam- 
inated, chemically. In 7 other cases B. coli was found 
in the bottled samples alone ; 3 of these sources were of 
high purity, but the bottling process furnished opportunity 
for contamination. 

Probably the most elaborate application of the colon 
test which has ever been attempted was made by Jordan 
in his recent examinations of the fate of the Chicago sew- 
age in the Desplaines and lUinois Rivers. At one time 
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Professor Jordan was himself somewhat sceptical as to 
the value of the colon test, for he stated in 1890 (Jordan, 
1890) that he had found, "in spring-water which was 
beyond any suspicion of contamination, bacteria which 
in form, size, growth on gelatin, potato, etc., were indis- 
tinguishable from B. coli commune." In his recent 
studies of self-purification (Jordan, 1901) the analyses 
were made quantitative by the examination of numerous 
measured samples, fractions of the cubic centimeter; and 
the method employed was the enrichment either in dex- 
trose-broth fermentation-tubes or in phenol broth, 
with the subsequent making of litmus-lactose-agar plates. 
The cultures isolated on these plates were tested as to 
their behavior in dextrose broth, peptone solution, milk, 
and gelatin; of the dextrose tubes made directly from 
the water all were considered positive which gave more 
than 20 per cent gas in the closed arm, with an appreciable 
excess of hydrogen. The results were very significant. 
In fresh sewage a positive result was obtained about 
one-third of the time in one one-hundred-thousandth 
of a cubic centimeter and almost constantly in one ten- 
thousandth of a cubic centimeter. The Illinois and 
Michigan canal proved almost as bad, giving positive 
results on seven days out of twenty-eight in dilution of 
one in one hundred thousand and on twenty-eight days out 
of thirty-two in a dilution of one in ten thousand. At 
Morris, twenty-seven miles below Lockport, where the 
canal enters the bed of the Desplaines River, and nine 
miles below the entrance of the Kankakee, the principal 
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diluting factor, the numbers were so reduced that 
positive results were obtained only on eleven days out 
of twenty in one-thousandth of a cubic centimeter, on 
twenty days out of thirty in one-hundredth of a cubic 
centimeter, and on twenty days out of twenty-three in 
one-tenth of a cubic centimeter. At Averyville, one hun- 
dred and fifty-nine miles below Chicago, colon bacilli were 
isolated on only four days out of twenty-seven in one- 
tenth of a cubic centimeter, and on thirteen days out of 
thirty-one in one cubic centimeter. A comparison with 
certain neighboring rivers showed this to be about the 
normal value for waters of that character, as the following 
table extracted from Professor Jordan's paper will show. 

NDUBEB or B. COLI FttESENT IN CERTAIN KIVEK WATEK3. 
(Jordan, .90,.) 

No. Days No. Daya No. Days W. Day 

Soun» of Sample. Water B. CoK Water B. CoB 

Examined. Fauud. Bxamiiud. Found. 

niinros River, Aveiyville 37 4 31 13 

Mississippi River, Grafton. .34 10 35 93 

Fox River sa 1 93 6 

Sangamon River 15 14 37 ai 

Missouri River. 31 13 31 91 

These results harmonize rather closely with those pre- 
viously recorded by Brown and Fuller and indicate that 
in the laiger rivers where the proportionate pollution is 
not extreme, colon bacilli may be isolated in about half 
the i-c.c. samples examined. Such rivers are of course 
inadmissible as sources of water-supply, according to 
modem sanitary standards, unless subjected to pre- 
liminary treatment. 
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More recently Hunnewell and one of ourselves (Wins- 
low and Hunnewell, 1902 ") examined a considerable 
series of normal waters for B. coli, testing i c.c. 
from each by tlie dextrose-broth method and a larger 
portion of 100 c.c. by incubation with phenol broth as 
described in Chapter VI. The samples were obtained 
from the public supplies of Taunton, Boston, Cam- 
bridge, Braintree, BrooUine, Needham, and Lynn in 
Massachusetts, and of Newport, R. I., from the Sudbury 
River, from the ocean, from the waters of springs bottled 
for the market, from ponds, poob of rain and melted 
snow, springs, brooks, shallow wells, and driven wells in 
various towns near the city of Boston. For comparison 
50 samples of polluted waters from the Charles, Mystic, 
Neponsct, and North Rivers were examined. The colon 
bacillus was defined as outlined in Chapter VI; and 
organisms which lacked the power to reduce nitrates or to 
form indol were classed in the " Paracolon group." The 
results are summarized in the following table: 

Pbesence op B. Coli in Polloted and Unpollttted Watebs. 

Cmnslow and Hunnewell, 190='.) 



Samples 

Dextrose broth positive 40 76 

Lactose plate positive 13 31 

Colon group 5 11 

Paracolon group 5 S 

B. doacie group 5 

Streptorotgus group 3 10 
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Samples e^iamined 50 4S 

Deitrose broth positive 50 37 

Lactose plate positive 50 26 

Colon group 18 4 

Paracolon group 6 

Streptococcus group 25 23 

B. cloacffi I 

The authors pointed out that these tables indicate 
that bacteria capable of growth at the body temperature 
and fermenting dextrose and lactose are infrequently foimd 
in unpolluted waters, and colon bacilli are very rarely 
present^ since in 157 samples typical colon bacilli only 
appeared 5 times. In the polluted waters it is evident 
that colon bacilli originally present were in many cases 
killed out during the process of enrichment by the strep- 
tococci, since every one of the dextrose-broth tubes showed 
gas at the first incubation of i c.c. 

The latest important contribution to this subject comes 
from Dantzic. Petruschky and Pusch (Petnischky and 
Pusch, 1903) examined a considerable series of waters 
from different sources by incubating measured samples 
with equal amounts of nutrient broth and isolating upon 
agar. In 45 samples of well-waters they found B. coli 
7 times in .01 cc, 9 times in .1 c.c, and 7 times in i cc 
In the other 22 cases it could not be found in i c.c. and in 
4 cases not in 100 cc. One sample showed it only in .600 
cc and i not in 750 c.c. Of 29 river-waters, only 2 failed 
to give positive results in .1 cc. and 14 showed B. coli in 
.001 of a cc. or less. In sewage the number varied from 

D,.;,l,ZDdbyG00gle 



THE SIGNIFICANCE OF B. COLI IN WATER. 93 

I to 1,000,000 per c.c. The authors conclude that a 
quantitative estimation of the B. coli content furnishes a 
good measure of the fecal pollution of water and that 
the observed differences in the extent of B. coU contam- 
ination of surface-waters are so great that they differ 
from each other more than a million-fold. 

Altogether the evidence is quite conclusive that the 
absence of B. coli demonstrates the harmlessness of a 
water as far as bacteriology can prove it. That when 
present, its numbers form a reasonably close index of 
the amount of pollution the authors above quoted ' 
have proved beyond reasonable cavil. It may safely be 
said that when the colon bacillus, as defined by the tests 
above, is found in such abundance as to be isolated in a 
large proportion of cases from i c.c. of water, it is reason- 
able proof of the presence of serious pollution, a view 
which is to-day' accepted by most American bacteriolo- 
gists. 
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CHAPTER VIIL 

' PRESUMPTIVE TESTS FOR B. COLI, 

The isolation and identification of B. coli by the 
methods which have been described is a time-consumii^ 
and laborious operation, and one sometimes impossible 
to apply in the practical supervision of a water-supply. 

Hence it is of especial value to the engineer to have 
certain tests which may be easily and quickly carried out 
and which will give a probably correct idea as to whether 
pollution does or does not exist. Such tests are spoken of 
as " presumptive tests." If positive, the water showing 
such a test may be regarded as suspicious, but must be 
further examined to prove the presence of fecal bacteria. 
If the presumptive test is negative, no further examina- 
tion need be made. Of the cultural reactions required 
to establish the identity of the colon bacillus, the growth 
and gas formation in dextrose broth, as originally sug- _, 
gested by Smith {1893*") is so well marked and so strongly 
typical of B. coli that this medium may be most con- 
veniently used as a " presumptive test." 

The details of the operation vary in individual labora- 
tories, but the underlying principle in all is that B. coli 
develops rapidly in dextrose broth with gas formation of 
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from 25 to 70 per cent of the capacity of the dosed arm 
of the fermentation- tube- Of this gas approximately 
one-third is carbon dioxide and two-thirds hydrogen, 

H 2 

that is, as the gas formula is generally expressed, TyY"" ""' 

In testing a water by this method a series of samples 
of the water, in suitable dilution, .001, .01, .1, i.o, or 10 cc, 
is added directly to the dextrose-broth tubes and incu- 
bated for twenty-four hours at 37°. 

On measurement of the gas, if the results above given 
are obtained, the reaction is considered typical. If the 
amount of gas is between 10 and 25 per cent or more than 
70 per cent, or if the percentage of carbon dioxide is 
greater than 40, the reaction is considered atypical. If 
no gas forms, or less than 10 per cent, the test is called 
negative. It is recognized that the distinction is not 
absolute, since even pure cultures of B. coli sometimes 
fail to give typical reactions, and on the other hand, an 
atypical organism sometimes gives a satisfactory positive 
test. There can be Uttle question, however, as to its 
value to the sanitary engineer. 

In recent years. Irons (Irons, 1901) was perhaps the 
first to call attention to the value of this method, stating 
that "when the dextrose tube yields approximately 
33 per cent of CO, Bacillus coli conmiunis is almost 
invariably present." In the next year the reliability of 
the fermentation test as an indication of B. coli was 
worked out by Gage (Gage, 1902) as given in the follow- 
ing table. 
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Number of samples lesled 517a 1375 

" giving preliminary fermentation. .. . 1036 474 

Per cent of latter proved to contain coli 70 71 

The work of Hunnewell and one of ourselves (Wins- 
low and Hunnewell, 1902"} showed that while 50 samples 
of polluted waters all gave gas in the dextrose tube, onlj^ 
40 out of 157 samples from presumably unpolluted sources 
showed a similar fermentation. Whipple (Whipple, 1903) 
examined a large number of surface-water supplies by 
the "presumptive test" and obtained striking results, 
shown in the following table. The waters are arranged 
in six groups according to the results of sanitary inspec- 
tion, group I including waters collected from almost 
uninhabitated watersheds and group VI waters too much 
polluted to be safely used for domestic purposes. 



PERCENTAGE OP SAMPLES 
WERE EXAIONED. 



(Whipple 
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In view of these results Whipple suggests the following 
provisional scheme of interpretation, which seems to the 
authors to be, in general, sound. 
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Results harmonizing well with the above were obtained 

by Nibecker and one of us (Winslow arid Nibecker, 1903), 
as quoted in Chapter IV. Of 775 dextrose tubes inocu- 
lated from 259 samples of water from apparently unpol- 
luted sources, only 41 showed gas and only 3 gave the gas 
formula characteristic of B. coli. 

The litmus-lactose-agar plate furnishes another pre- 
sumptive test of considerable value as indicated in Chap- 
ter IV, although it is probably less dehcate than the dex- 
trose-broth method. With polluted waters in particular 
this test will be found of value, since streptococci may 
interfere with the dextrose-broth method if dilution is 
insufficient or incubation too prolonged. 

Certain special media have also been suggested for 
rapid routine water analysis of which those containing 
"neutral red," one of the safranine dyes, has been most 
fully studied. Rothberger (Rothberger, 1898) first pointed 
out that B. coh reduces solutions of this substance, the 
color changing to canary-yellow accompanied by green 
fluorescence. Makgill (Makgill, 1901), Savage {Savage, 
1901), and other English observers report favorable 
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results from the use of this test, but accordir^ to Ameri- 
can standards, Irons (Irons, 1902) and Gage and Phelps 
(Gage and Phelps, 1903) concmde that the group of 
oiganisms giving a positive neutral red reaction is too 
large a one to give very valuable sanitary information. 
In a paper read at the Washington meeting of the Ameri- 
can PubUc Health Association in 1903, Stokes su^ested 
a modification of this medium in which lactose is sub- 
stituted for dextrose, since many saprophj^ic organisms 
will attack, the latter and not the former sugar. 

The medium devised by MacConkey (MacConkey, 
1900; MacConkey, 1901; MacConkey and Hill, 1901) 
containing sodium taurocholate as its characteristic 
ingredient has also proved successfiJ in the hands of 
some observers. The dextrose fermentation-tube, how- 
ever, is the only presumptive test whose value has been 
established by conclusive general investigations. 
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CHAPTER IX. 

OTHER INTESTINAL BACTERIA. 

It would be an obvious advantage if the evidence of 
sewage contamination, furnished by the presence of B. ^ 
coli could be reinforced or confirmed by the discovery in ai 
water of other forms equally characteristic of the intestinal ^ 
canaL The attention of a few bacteriologists in England -^ 
and America has been turned strongly in this direction '■■ 
during the past few years; and two groups of organisms, "y 
the sewage streptococci and the anaerobic spore-bearing -x, 
bacilli, have been described as being probably significant. ^ 

The term "sewage streptococci" covers an ill-defined ^ 
group including many oiganisms which do not actually "^ 
occur in well-marked chains. Those most commonly - 
found correspond, however, rather closely to the type of 
Str. erysipelatos. They grow feebly on the surface of 
ordinary nutrient agar, producing faint transparent, 
rounded colonies, but under semi-anarobic conditions 
flourish better, giving a well-marlced growth aloi^ the 
gelatin stab and only a small circumscribed film on the 
surface. They are favored by the presence of the sugars 
and ferment dextrose and lactose, with the formation of 
abundant acid but no gas. They are seen under the 
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microscope as cocci, occurring as a rule in pairs, short 
chains, or irregular groups. They do not show visible 
growth in the standard peptone and nitrate solutions; 
most of them do not liquefy gelatin, though occasion- 
ally forms are found which possess this power. No sys- 
tematic study of the various species foimd in the intes- 
tine has so far been made, and at present all cocci giving 
the characteristic growth on agar and strongly fermenting 
lactose may be included as " sewage streptococci." 

Althou^ the significance of the streptococci as sewage 
organisms is not established with the same definiteness 
which marks our knowledge of the colon group, these 
organisms have been isolated so frequently and with such 
constant results that it now seems reasonable to regard 
their presence as indicative of pollution. Although orig- 
inally reported by Laws and Andrewes (Laws and 
Andrewes, 1894), their importance was not emphasized 
until 1899 and 1900, when Houston (Houston, 1899'', 
1900'') laid special stress upon the fact that streptococci 
and staphylococci seem to be characteristic of sewage aaid 
animal waste, the former being, in his opinion, the more 
truly indicative of dangerous pollution, since they are 
" readily demonstrable in waters recently polluted and 
seemingly altogether absent from waters above suspicion 
of contamination." In the water of 6 rivers recently 
extensively sewage-polluted he found streptococci in 
from one-tenth to one ten-thousandth of a c.c. of the water 
examined, although in some cases the chemical analysis 
did not clearly indicate dangerous pollution. On the 
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other hand, 8 rivers, polluted, but not recently and exten- 
sively polluted, showed no streptococci in one-tenth of a 
C.C., although the chemical and the ordinary bacteriological 
tests gave results which would condemn the waters. Hor- 
rocks (Horrocks, 1901) found these organisms in great 
abundance in sewage and in waters known to be sewage- 
polluted, but which contained no traces of Bacillus coli. 
He found by experiment that B, coli gradually disappeared 
from many specimens of sewage kept in the dark at the 
temperature of an outside veranda, while the commonest 
forms which persisted were varieties of streptococci and 
staphylococci. 

In America attention was first called to these organisms 
by Hunnewell and one of ourselves (Winslow and Hunne- 
well, 1902*), and the same authors later (Winslow and 
Hunnewell, 1902") recorded the isolation of streptococci 
from 35 out of 50 samples of polluted waters. Gage 
(Gage, 1902), from the Lawrence Experiment Station 
has reported the organisms present in the sewage of that 
city, while one of us (Prescott, 1903'') has shown that 
they are abundant in fecal matter and often overgrow 
B. coli in a few hours when inoculations are made from 
such material into dextrose broth. In the recent mono- 
graph of Le Gros (Le Gros, 1902) of the many strep- 
tococci described all without exception were isolated, 
either from the body or from sewage. In the study of 
259 samples of presumably unpolluted waters, by the 
method of direct plating, Nibecker and one of the authors 
(Winslow and Nibecker, 1903) found streptococci in 
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only I sample, while Baker and one of us (Prescott and 
Baker, 1904) found the organism present in each of 
50 samples of variously polluted waters when inoculation 
was first made into dextrose broth from which litmus- 
lactose-agar plates were made after various intervals. 

The isolation of these oi^anisms either from plates or 
liquid cultures is easy. On the lactose-agar plate, made 
directly from a polluted water the colonies of the strepi- 
tococci may generally be distinguished from those of other 
acid-formers by their small size, compact structure, and 
deep- red color, which is permanent, never changing to blue 
at a later period of incubation as the colonies of B. coli 
may do. Developir^ somewhat slowly, however, they 
may be overlooked if present only in small numbers. In 
the dextrose-broth tube, streptococci will appear in abun- 
dance after a suitable period of incubation. Prescott 
and Baker in the work above mentioned found that with 
mixtures of B. coli and streptococci in which the initial 
ratios of the latter to the former varied from i : 94 to 208 : i, 
the colon bacilli developed rapidly during the early part 
of the experiment, reaching a maximum after about 
fourteen hours and then diminishing rapidly, while the 
streptococci first became apparent after ten to fifteen 
hours and reached their maximum after twenty to sixty 
hours, according to the number originally present. 

Applying the same method to polluted waters, similar 
periodic changes were observed; pure cultures of B. coli 
were first obtained, then the gradual displacement of one 
form by the other took place, and at length streptococci 
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were either present in pure culture or in great predomi- 
nance as shown by the accompanying tables. The samples 
of water were plated directly upon litmus-lactose-agar and 
he p'ates were incubated at 37° for twenty-four hours, 
when the red colonies were counted. At the time of plating, 
I C.C. from each sample was also inoculated into dextrose 
broth in fermentation-tubes, which were likewise incu- 
bated at 37°. After various periods, as indicated by the 
tables below, the tubes were shaken thoroughly and i c.c. 
of the contents withdrawn. This was then diluted 
{generally 1-1,000,000) with sterile water, plated with 



Table I. 
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Table II. 
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litmus-lactose-agar in the usual way, and incubated for 
twenty-four hours. The colonies of B. coli and strep- 
tococci were distinguished microscopically, and by differ- 
ence in color and general characters. 

These facts suggest the following method for the detec- 
tion of B, coli and sewage streptococci in polluted waters. 

Inoculate the desired quantity of water, preferably i c.c, 
into dextrose broth, in a fermentation-tube, and incubate 
at 37°. After a few hours' incubation examine the cul- 
tures for gas. Within two or three hours after gas for- 
mation is first evident, plate from the broth in litmus- 
lactose-agar, incubating for twelve to eighteen hours at 
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37*. If at the end of this time no acid-producing colonies 
are found, it is probably safe to assume that there were no 
colon bacilli present. On the other hand, if red colonies 
are developed, these must be further examined by the 
regular diagnostic tests for B. coU. After the first plating 
from the dextrose broth, replace the fermentation-tube 
in the incubator and allow it to remain for twenty-four 
to thirty-six hours, then plate again in litmus-Iactose-agar. 
This plating should give a nearly pure culture of strep- 
tococci if these organisms were originally present in the 
water. If colon bacilli are not found in the first set of 
plates the streptococci may still be isolated by this method. 
The relative relation of the streptococci and the colon 
bacilli to sewage pollution is still uncertain. Houston 
(Houston, 1900) held that the former microbes imply 
" animal pollution of extremely recent and therefore 
specially dangerous kind." Horrocks (Horrocks, 1901), 
on the other hand, maintains, largely on the strength of 
certain experiments with stored sewage, that the strep- 
tococci persist after colon bacilli have disappeared and 
indicate contamination with old sewage which is not 
necessafily dangerous. On the whole, it seems probable 
that the streptococci, Uke the colon bacilli, are primarily 
parasitic organisms, the former being associated both 
with the outer and inner surfaces of the body. Like the ' 
colon bacilli, their presence in water indicates contact 
with the wastes of human hfe, and their isolation from 
a suspected sample furnishes valuable confirmatory evi- 
dence of its dangerous character, 
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The English bacteriologists have ascribed much impor- 
tance as indicators of sewage pollution to another group 
of organisms, the anterobic spore-forming bacilli, of which 
the B, sporogenes is a type. This iorra was isolated by 
Klein (Klein, 1898; Klein, 1899) in 1895, in the course 
of an epidemic of diarrhcea at St. Bartholomew's Hos- 
pital, and described under the name of B, enteritidis 
sporogenes; it is apparently identical with the B. aero- 
genes capsulatus of Welch (Welch and Nuttall, 1892). 

Klein's procedure for isolating the B. sporogenes is 
simple in the case of polluted waters. A portion of the 
sample to be examined is added to a tube of sterile milk, 
which is then heated to 80° C. for ten minutes to destroy 
vegetative cells. The milk is then cooled and incubated 
under anserobic conditions, which may be accomplished 
most conveniently by Wright's method. A tight plug of 
cotton is forced a quarter way down the test-tube, the 
space above is loosely filled with pyrogallic acid, a few 
drops of a strong solution of caustic potash are added, 
and the tube is tightly closed with a rubber stopper. After 
eighteen to thirty-six hours at 37° the appearance of the 
tube will be very characteristic if the B. sporogenes is 
present. "The cream is torn or altogether dissociated 
by the development of gas, so that the surface of the 
medium is covered with stringy, pinkish-white masses of 
coagulated casein, enclosing a number of gas-bubbles. 
The main portion of the tube formerly occupied by the 
millt now contains a colorless, thin, watery whey, with a 
few casein lumps adhering here and there to the sides of 
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the tube. When the tube is opened, the whey has a smell 
of butyric acid and is acid in reaction. Under the micro- 
scope the whey is found to contain numerous rods, some 
motile, others motionless." 

The B, sporogenes when isolated in pure culture on 
glucose agar is a stout rod. It liquefies gelatin, forming 
in this medium large oval spores. It is strongly patho- 
genic for guinea-pigs, by which character it is distinguished 
from the B. butyricus of Botkin. 

The researches of Klein and Houston {Klein and Hous- 
ton, 1898, 1899) have shown that the B, sporogenes occurs 
in English sewage in numbers varying from 30 to 2000 per 
C.C. and that it is often absent in considerable volumes of 
pure water. In Boston sewage it may usually be isolated 
from .01 or .001 of a c.c. (Winslow and Belcher, 1904). 

Evidently in order to have any significance, an exam- 
ination for this organism must be made with lai^e samples 
and the concentration of at least.2000 c.c. of water through 
a Pasteur filter is recommended by Horrocks as a neces- 
saiy prelude (Horrocks, 1901). Since the spores of an 
anaerobic bacillus may persist for an indefinite period in 
polluted waters, their presence need not necessarily indi- 
cate recent or dangerous pollution. Since the number 
present even in sewage is so small and so variable, no 
quantitative standard can be established; on the whole, 
it does not appear that the practical apphcation of the 
amerobic test will ever be a wide one- 
There are numerous other sewage bacteria whose 
presence is more or less constantly characteristic of pol- 
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luted waters. Organisms of the Proteus group are some- 
times present, exhibiting marked morphological varia- 
tions, from the coccus form to long twisted threads and 
forming on gelatin irregular amceboid colonies with filiform 
processes extending into the surrounding gelatin. The 
B. subtilis group of strongly aerobic spore-forming bacilli, 
giving a brown wrinkled parchment-like growth on agar, 
and moss-like liquefying colonies on gelatin, is usually 
represented. Among the allies of B, coli may be men- 
tioned B, ierogenes, which differs from it in being non- 
motile, failing to produce indol, and forming spherical 
drop-like colonies on gelatin, B. cloaca; resembles B. coli 
in most respects, but causes a liquefaction of gelatin. 
The property of liquefaction was formerly beheved to be 
of general significance, inasmuch as the liquefying bacteria 
were regarded as closely allied to intestinal organisms, 
and in themselves indicative of pollution. This position 
is, however, no loiter tenable, since many bacteria, 
typical of the purest waters, may cause liquefaction. 

While the organisms above mentioned, and many others 
as well, deserve notice in the examination of gelatin plates 
from a suspected water, none of them is of sufficient 
importance to warrant any special procedure for their 
isolation. 
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TERIOLOGICAL EXAMINATION. 

The first attempt of the expert called in to pronounce 
upon the character of a potable water should be to make 
a thorough sanitary inspection of the pond, stream, or well 
from which it is derived. Study of the possible sources 
of pollution on a watershed, of the direction and velocity 
of currents above and below ground, of the character of 
soQ and the liability to contamination by surface-wash 
are conceded to yield evidence of the greatest value. 
Often, however, some opinion must be formed upon the 
quality of water sent from a distance without the oppor- 
tunity of examining its surroundings; and even when 
sanitary inspection can be made, its results are by no 
means conclusive. No reconnoissance can show cer- 
tainly whether unpurified drainage from a cesspool does 
or does not reach a given well; whether sewage discharged 
into a lake does or does not find its way to a neighboring 
intake; whether pollution of a stream has or has not been 
removed by a certain period of flow. Evidence upon 
these points must be obtained from a careful study of the 
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characteristics of the water in question, and this study 
can be carried out along two lines, chemical and bac- 
teriolc^cal. 

A chemical examination of water for sanitary purposes, 
is mainly useful in throwing light upon one point — the 
amount of decomposing organic matter present. Humus- 
like substances may be abundant in surface-waters quite 
free from harmful pollution, but these are stable com- 
pounds. EasOy decomposable bodies, on the other hand, 
must obviously have been recently introduced into the 
water and mark a transitional state. "The state of 
change is the state of danger," as Dr. T. M. Drown has 
phrased it. Sometimes the organic matter has been 
washed in by rain from the surface of the ground, some- 
times it has been introduced in the more concentrated 
form of sewage. In any case, it is a warning of possible 
pollution, and the determination of free ammonia, nitrites, 
carbonaceous matter, as shown by "oxygen consumed," 
and dissolved oxygen yield important evidence as to the 
sanitary quality of a water. 

Furthermore, nitrates, the final products of the oxida. 
tion of organic matter, and the chlorine introduced as 
common salt into all water which has been in contact 
with the wastes of human life, furnish additional informa- 
tion as to the antecedents of a sample. The results of 
the chlorine determination are indeed perhaps more clear 
than thftse of any other sanitary analysis, for chlorine 
and sewage pollution vary together, due allowance being 
made for the proximity of the sea and other geological 
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and meteorological factors. Unfortunately, it is only 
past history and not present conditions which these latter, 
tests reveal, for in a ground-water completely purified 
from a sanitary standpoint such soluble constituents 
remain, of course, unchanged. Thus, in the last resort, 
it is upon the presence and amount of decomposing 
organic matter in the water studied that the opinion of 
the chemist must be based. 

The decomposition of organic matter may be measured 
either by the material decomposed or by the number of 
organisms engaged in carrying out the process of decom- 
position. The latter method has the advantage of far 
greater delicacy, since the bacteria respond by enormous 
multiplication to very slight increase in their food-supply, 
and thus it comes about that the standard gelatin-plate 
count at 20" roughly corresponds, in not too heavily 
polluted waters, to the free ammonia and "oxygen con- 
sumed," as revealed by chemical analysis. If low num- 
bers of bacteria are found, the evidence is highly reassuring, 
for it is seldom that water could be contaminated under 
natural conditions without the direct addition of foreign 
bacteria or of organic matter which would condition a 
rapid multiplication of those already present. The bac- 
teriologist in such cases can declare the innocence of 
the water with justifiable certainty. When high num- 
bers are found the interpretation is less simple, since they 
may exceptionally be due to the multiplication of certain 
peculiar water forms. Large counts, however, under 
ordinary conditions, when including a normal variety of 
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forms indicate the presence of an excess of oi^nic matter 
derived in all probability either from sewage or from the 
fresh washii^ of the surface of the groimd. In either 
case dai^r is indicated. 

A still closer measure of pollutii^ material may be 
obtdned from the numbers of colonies which develop 
on litmus-lactose-agar at 37* since organisms which 
thrive at the body temperature, and particularly those 
which ferment lactose, are characteristic of the intestinal 
tract and but rarely occur in normal waters. 

Finally, the search for the Bacillus coll furnishes the 
most satisfactory of all sii^le tests for fecal contamination. 
This organism is pre-eminently a denizen of the alimen- 
tary canal and may be isolated with ease from waters to 
which even a small proportion of sewage has been added. 
On the other hand, it is never found in abundance in 
waters of good sanitary quaUty; and its numbers form 
an excellent index of the value of waters of an interme- 
diate grade. The streptococci appear to be forms of a 
similar significance useful as yielding a certain amount of 
confirmatory evidence. The full bacteriological analysis 
should then consist of three parts — the gelatin-plate count, 
as an estimate of the amount of organic decomposition 
in process; the total count, and the count of red colonies, 
on litmus-lactose-agar, as a measure of the organisms 
which form acids and thrive at the body temperature; 
and the study of a series of dextrose-broth tubes for the 
isolation of colon bacilli and streptococd. The simple 
examination of the dextrose-broth tube and the count on 
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the litmus-lactose-agar plate serve for what Whipple has 
well called presumptive tests. 

The results of the bacteriological examination have, in 
several respects, a peculiar and unique significance. 
First, this examination is the most direct method of sani- 
tary water analysis. What we dread in drinking-water is 
the presence of pathc^nic bacteria, mainly from the 
intestinal tract of man, and it is quite certain that the 
related non-pathogenic bacteria from the same source 
will behave more nearly as these disease germs do than 
will any chemical compounds. In the second place, the 
bacteriological methods are superior in delicacy to any 
others. ELIein and Houston (Klein and Houston, 1898) 
showed by experiment with dilutions of sewage that the 
colon test was from ten to one hundred times as sensitive 
as the methods of chemical analysis; and studies of the 
self-purification of streams have confinned his results 
on a practical scale. Thus in the Sudbury River it was 
found that while the chemical evidences of pollution 
persisted for six miles beyond the point of entrance, 
the bacteria introduced could be detected for four miles 
further (Woodman, Winslow, and Hansen, 1902), 

The statement is sometimes made that while bac- 
teriological methods may be more delicate for the detec- 
tion of pollution in surface-waters, contamination in 
ground-waters may best be discovered by the chemical 
analy»s. That such is not the case has been well shown 
by Whipple (Whipple, 1903), who cites the following 
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two instances in which the presumptive test revealed con- 
tamination not shown by the chemical analysis: 

"A certain driven-well station was located in swampy 
land along the shores of a stream, and the tops of the 
wells were so placed that they were occasionally flooded 
at times of high water. The water in the stream was 
objectionable from the sanitary standpoint. The wells 
themselves were more than loo feet deep; they pene- 
trated a day bed and yielded what may be termed arte- 
sian water. Tests for the presence of Bacillus coli had 
invariably given negative results, as might be naturally 
expected. Suddenly, however, the tests became positive 
and so continued for several days. On investigation it 
was found that some of the wells had been taken up to 
be cleaned, and that the workmen in resinking them had 
used the water of the brook for washing them down. 
This allowed some of the brook-water to enter the system. 
It was also found that at the same time the water in the 
brook bad been high, and because of the lack of packii^ 
in certain joints at the top of the wells the brook-water 
leaked into the suction main. The remedy was obvious 
and was immediately applied, after which the tests for 
Bacillus coli once more became negative. Durir^ all 
this time the chemical analysis of the water was not suffi- 
ciently abnormal to attract attention. On another occa- 
sion a water-supply taken from a small pond fed by 
springs, and which was practically a large open well, 
began to give positive tests for Bacillus coli, and on exam- 
ination it was found that a gate which kept out the water 
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of a brook which had been formerly connected with the 
pond was open at the bottom, although it was supposed 
to have been shut, thus admitting a contaminated sur- 
face-water to the supply." Whipple also calls attention 
to the report on the Chemical and Bacteriolc^cal Exami- 
nation of Chichester Well-waters by Houston (Houston, 
1901), in which the results of chemical and bacteriologi- 
cal examinations of 30 wells were compared. It was 
found that the bacteriological results were in general 
concordant and satisfactory. The wells which were high- 
est in the number of bacteria showed also the greatest 
amount of pollution, as indicated by the numbers of B. 
coli, B. sporogenes, and streptococci. On the other 
hand, the chlorine and the albuminoid ammonia showed 
no correspondence with the bacteriological results. 

Thirdly, negative tests for Bacillus coli and low bac- 
terial counts may be interpreted as proofe of the good 
quahty of water, with a certainty not attainable by any 
other method of analysis. Many a surface-water with 
reasonably low chlorine and ammonias has caused epi- 
demics of typhoid fever; but it is impossible under any 
natural conditions that a water could contain the typhoid 
bacillus without giving dear evidence of pollution in the 
dextrose-broth tube or on the lactose-agar plate. 

It seems to the writers that the real application of 
chemistry begins where that of bacteriology ends. When 
pollution is so gross that its existence is obvious and only 
its amount needs to be determined, the bacteriological 
tests will not serve, on account of their excessive delicacy. 
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In studying the heavy pollution of small streams, the 
treatment of trades wastes, and the purification of sewage, 
the relations of nitrc^eneous compounds and of oxygen 
compounds are of prime importance. In other words, 
when pollution is to be avoided, because the decompo- 
sition of chemical substances causes a nuisance, it must 
be studied by chemical methods. When the danger is 
sanitary and comes only from the presence of bacteria, 
bacteriological methods furnish the true index of pollution. 
In the study of certain special problems the paramount 
importance of bacteriology is generally recognized. The 
distribution of sewage in large bodies of water into which 
it has been discharged may thus best be traced on account 
of the ready response of the bacterial counts to slight 
proportions of sewage, particularly since the ease and 
rapidity with which the technique of plating can be carried 
out make it possible to examine a lai^e series of samples 
with a minimum of time and trouble. The course of the 
sewage carried out by the tide from the outlet of the 
South Metropolitan District of Boston was studied in 
■ this way by E. P. Osgood in 1897, and mapped out by 
its high bacterial content with greater accuracy than 
could be attained by any other method. Some very 
remarkable facts have been developed by similar studies 
as to the persistence of separate streams of water in 
immediate contact with each other. Heider showed 
that the sewage of Vienna, after its dischai^e into the 
Danube River, flowed along the right bank of the 
stream, preserving its own bacterial characteristics, and 
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not mixing perfectly with the water of the river for a dis- 
tance of more than twenty-four miles (Heider, 1893). 
Jordan (Jordan, 1900), in studying the self-purification of 
the sewage discharged from the great Chicago drainage 
canal, found by bacteriological analyses that the Des 
Plaines and the Kankakee Rivers could both be distin- 
guished flowing along in the bed of the Illinois, the two 
streams being in contact, yet each maintaining its own 
individuality. Finally, the quickness with which slight 
changes in the character of a water are marked by 
fluctuations in bacterial numbers renders the bacterio- 
logical methods invaluable for the daily supervision of 
surface supplies or of the effluents from municipal filtra- 
tion plants. 

In the commoner case, when normal values obtained 
by such routine analyses are not at hand, the problem of 
the interpretation of any sanitary analysis is a more diffi- 
cult one- The conditions which surround a source of 
water-supply may be constantly changing. No engineer 
can measure the flow of a stream in July and deduce the 
amount of water which will pass in February; yet the 
July gauging has its own value and significance. So a 
single analysis of any sort is not sufficient for all past and 
future time. If it gives a correct picture of the hygienic 
condition of the water at the moment of examination it 
has fulfilled its task, and this the bacteriological analysis 
can do. The evidence furnished by inspection and by 
chemical analysis should be sought for and welcomed 
whenever it can be obtained, yet we are of the opinion 
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that, on account of their directness, their delicacy, and 
their certainty, the bacteriological methods should least 
of all be omitted, and, if necessary, they alone may fur- 
nish conclusive testimony as to the safety of a potable- 
water. 
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It has been pointed out that the number of bacteria 
developing from a given sample of water will be 
largely dependent upon the composition and character 
of the culture medium. As the nature of the medium 
varies widely according to the method of preparation, 
workers in different laboratories can have no rational 
basis for comparison of results until their methods are 
essentially uniform. 

To make results comparable as far as possible, the 
Laboratoiy Section of the American Public Health Asso- 
ciation has adopted standard methods for the preparation 
of the commonly used nutrient media given in the follow- 
ing extract from the report of the Committee (Fuller, 1902). 

Stamdakd Methods fok Gelatin and AGAI^ 





Boil i; nn. thread agar in i< 
water for halt an hour and m, 


ike'i^ 




weight to soogni.ordigeat 


for ro 






.<.' C 




Let this cool to about 60° C. 




ktuse 500 em. lean meat 34 hours 


Infuse 503 am. lean meat 34 




»iU> IDQO C.C. of distilled waur 


with soo c.e. of distilled wate: 




""''fel'';ip«,yIo»by.™ 


frigeratOT. 
ponition. 




Strain infusion thrmigh 


ottonflanneL 




Weigh filtered infusion. 







J,.:,z,;i.,C00gIC 



APPENDIX. 



Filter through absorbent cotton and cotton flannel, 
passing the filtrate throiiHh the filter until clear. 

Titrate and record the final reaction. 

Tube, using 5 ex. in each tube in the case of gelatin, 
and J CO. in the case of agar. 

Sterilize ij minutes in the autoelav at 110°, or for 



Hill (Hill, 1899) has arranged the methods for prepa- 
ration of broth, nutrient gelatin, and nutrient agar in 
tabular form as given on the following page. 

For titration, the following method, suggested by 
Fuller (Fuller, 1895), was adopted by the Public Health 
Association Committee in 1897 (Committee of Bacteriolo- 
gists, 1898). 

The medium to be tested, all ingredients being dis- 
solved, is brought to the prescribed volume by the addition 
of distilled water to replace that lost by boiling, and after 
being thoroughly stirred, 5 c.c. are transferred to a 6-inch 
porcelain evaporating-dish ; to this 45 c.c. of distilled water 
are added, and the 50 c.c. of fluid are boiled for three 
minutes over a flame. One c.c. of a .5 per cent solution 
of phenolphthalein in 50 per cent alcohol is then added 

N 
and the reaction is detenrined by titration with — sodium 
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BKOTH, 







Cboland's^^iy. 


NUTRIENT BBOTH. 


KUTRIBHTOBLATIN. 


HUIBIBNT AG*R. 


I. Infuse lean meat ao 
hours with twice ila weight 
of distilled water in refrig 

■■ looo ■■ ' water. 


Ditto. 






with its own weight of dia- 


». MsJffi up weight o 
to original weight by add- 


Ditto. 
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cloth to remove meat. 


Ditto. 






Ditto. 


4. Titrate and record re 
atlion of atrnte. Say re- 


Ditto. 






Sayreaetion + 4.a%. 


S- Weigh infusion. Ssy 
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Ditto. 






Ditto. 
Saygeogm. 


fi. Set infusion on water 


Ditto. 






Ditto. 


T.Add peptone, 1%, iS 


Ditto 
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gm. 


». 


sheet 


Add peptone, 1%. iB gm. 


dissolved, titmte. reaction 
probsbly+a-s to +a.s- 


Probably + 4 
+0.1. 


.u. 


Ditto. 

Prob. + 4.Sto +4.T. 


9. Neutraliie. Puller's 
method- 


Ditto. 
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>. Heat over boiling w 
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N 
hydroxid or — hydrochloric acid. As a rule, the reaction 

will be acid and the alkali may be used. The determina- 
tion should be made not less than three times, and the 
average of the results taken. 

LACTOSE AGAK. 

This medium is made in the same manner as nutrient 
agar except that 2 per cent of lactose is added after the 
final filtration and the reaction is adjusted to — .5. 

GLYCEKINE AGAR. 

For this medium, j per cent glycerine is added to nutri- 
ent ^ar immediately after final filtration. 

SUGAR BROTH. 

The most important and widely used sugar broth is 
that containing dextrose, although lactose and saccharose 
and occasionally maltose are used for special experi- 
mental work. 

Dextrose broth may be easily prepared by adding 
2 per cent of dextrose to ordinary broth just before the 
final filtration, and making the reaction neutral. For 
the preparation of lactose, saccharose, or maltose broth, 
however, where it is necessary to eliminate dextrose, the 
meat infusion after filtration is placed in an Erlenmeyer 
flask, inoculated with an active broth culture of B. coh 
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and incubated for twenty-four -hours at 37° C, whereby 
the muscle sugar is removed by fermentation. 

From this fermented infusion, broth is made in the 
ordinary way, 2 per cent of the desired sugar added, and 
the medium tubed and sterilized. All sugar containii^ 
media should be sterilized with great care to avoid break- 
ing down the sugar, hence it is advisable to use the 
discontinuous method, heating to 100° C. for twenty 
minutes on three successive days, rather than to give a 
single heating at the very high temperature. There is, 
however, but little action at 105* C. 

It is the custom in some laboratories to prepare broth 
and sugar solutions separately, and mix the two when a 
sugar test is to be made. 



Fresh milk in a tall jar is placed in the refrigerator over 
night, to allow the cream to rise. The skim-milk is then 
siphoned off from below the cream, tubed, and sterilized 
at no" C. for fifteen minutes, or on three successive days 
at 100° C. for twenty minutes. 

LITMUS MILK. 

This is prepared as above, with the addition of \ c.c 
blue litmus solution to give a faintly alkaline reaction. 

If sterilized at a high temperature, reduction of the 
litmus may take place with loss of color, but oxidation 
will follow on coolii^ and exposure to air. 
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Large, sound potatoes are thoroughly washed and 
brushed with a scrubbing-brush, then pared and cut into 
cyhnders with a cork-borer. After paring, the potato 
should be kept under water as much as possible to pre- 
vent darkening. The cylinders are then cut diagonally so 
that each produces two pieces of the general shape of a 
solidified agar or serum slant. The pieces are then left 
in cold, running water for several hours, after which they 
are dropped, broad end down, into test-tubes containing 
a small piece of glass rod or tubing at the bottom to keep 
the potato out of the watery fluid which is produced by 
sterilizir^. Sterilize for twenty minutes at ioo° C. on 
three successive days, or for fifteen minutes at iio° C. 

NITRATE SOLUTION. 

A stock solution is prepared by dissolving 2 grams C. P. 
potassium nitrate in 100 c.c. sterile distilled water. This 
should be kept in the ice-chest. Five c.c. of this solution 
and I gram peptone are added to i liter of tap-water. 
The solution is brought to a boil, filtered, and tubed. 

Care must be taken that the stock solution does not 
become reduced to nitrites or that nitrite is not present 
in the original salt. Sterilize for fifteen minutes at 120°. 

PEPTONE SOLUTION. 

Ten grams peptone and 5 grams of salt are dissolved in 
I litre of water; the solution is boiled, filtered, tubed, and 
sterilized for fifteen minutes at 120° C. 
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loeffler's blood serum. 

This medium consists of 3 parts blood serum and 
I part of I per cent broth with reaction +0.8. The 
serum is obtained from fresh beeves' blood, which is col- 
lected in sterile jars and allowed to stand for twenty-four 
hours in the refrigerator for coagulation. The serum 
is then drawn off, filtered, and mixed with the dextrose 
broth in the proportion above indicated. Hill finds that 
filtering the serum through the coagulum obtained after 
adjusting the reaction of the broth gives a filtrate wliich 
is clear and almost colorless (Hill, 1S99). 

Tubes are filled with the mixture, placed in trays so 
that the desired slant is obtained, and carefully heated 
in a Koch coagulator containing cold water in the water- 
jacket. This water is brou^t to a boil and kept boiling 
for three hours. Repeating this process on three suc- 
cessive days solidifies the serum so that it may be subse- 
quently sterilized in flowing steam for twenty minutes 
on three successive days. 

PHENOL BKOTH. 

To 1000 c.c. water add separately, and in the following 
order, 100 grams dextrose, 50 grams peptone, 2.5 grams 
phenol. Heat imtil all constituents are dissolved, boil 
for fifteen minutes, and sterilize for fifteen minutes at 
110-120° C. 
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NEUTRAL RED BROTH. 



To neutral broth is added 0.5 per cent dextrose and 
1 per cent of a 0.5 per cent aqueous solution of Grubler's 
neutral red. Sterilize at 100". 

MacConkey's Media. 

Agar I. S grams 

Sodium taurocholate (pure) 0.5 gram 

Peptone 3.0 grams 

Water loo.o c.c. 

This is boiled, clarified, and filtered as usual, then 
i.o gram lactose is added, and the medium tubed and 
sterilized for three successive days at loo*^. 

B. Broth. 

Sodium taurocholate (pure) 0.5 gram 

Peptone a, o grams 

Glucose 0.5 gram 

Water. loo.o grains 

Boil, filter, and add sufficient neutral litmus, fill fer- 
mentation-tubes, and sterilize at ico°. 

Litmus Solution. — To one-half pound of litmus cubes 
add enough water to more than cover, boil, and decant 
ofE the solution. Repeat this operation with successive 
small quantities of water until from 3 to 4 liters of water 
have been used and the cubes are well exhausted of color- 
ing matter. Pour the decantations together and allow 
them to settle overnight. Siphon off the dear solution. 
Concentrate to about i liter and make the solution de- 
cidedly acid with glacial acetic acid. Boil down to about 
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i liter and make exactly neutral with caustic soda or 

potash. To test for the neutral point, place one drop of 

N 
the solution in a test-tube. One drop of — HCl should 

N 
turn the drop red, while one drop of — NaOH should turn 

it blue. Filter the solution and sterilize at 110° C. This 
solution should be added to the media Just before use in 
the proportion of about \ c.c. to 5 c.c. of medium. 
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Salem tap.water, bacteria In 10, 47 

Sample bottles, cleaning of 33 

, handling. 2a 

, size o^ effect of, upim multiplication of bacteria. ... 37 

, sterilization of 33 

Sampling, for bacteriological analysis 11-25 

, necessity for care in 37 

Sand filtration 40 

Sangamon River, B. coli in 90 
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HayfoTd 'a Tslt-book of GeodaUc Astronomy 

Moninuui'B Elemanta of PrBclsa SuncTini and OeodaiT 

• Wchie and Harlow's Piaclkal AstronomT 

■ Tbltc's Elameota of Thcoraticil and CeacriptlTe Aitronomj 

BOTAHT. 
DBTanpart'a Statialical Hethoda, with Special Reference to Bioloiical Variation. 



CHEHISTRT. 

hdriance'i Laboratory CalCDlationa and SpeciAc Gravity Table* 

Allen's Tables for Iron Analysis Bro, 

Amold'a Compeadlum of Chemiati;. (HandeL) (In preparation.) 

Austen's HotcB for Chemical Slndenta 

Bemadou'a Smokeleaa Poirder. — Nitro4eUiiloie> and Theory ol the Ce 

Moiacul* 

Bolton's QuantitatiTe Analyais 

* Browning's Introductloa to the Rarer Elements .,-,,.,.. .......... 

' Braihand Penfiald'a Uanualof DeterminatlTe Hineralocy 8to. , 

Clasaen'*QuaDtllatlTaCbBmlcalADal]PsiibTBlaclrolyds. (BoKwood.) . . 

Cohn's Indieators and Teat-papen 

Teata and Reagenta 

Copelind's Manual of Baeterloloiy. (In prtporaHim.) 

Craft't Short Coniae In QualitatiTe Chemical Analyda, (Scliaeller.) 

Dreehael'a Chemical Reactione. (Merrill) 

•ohem** Thermodynamics and Chemistry. (BorEsa.) 

Ssaler'a Uodera High Eiploufet 



'■ EniTnus and their ApplicAtioDB. (PnKott) 

.'* loUoduclloii to CbemlciU Piecwratkuii. (Dunlap.),. 
natcber*! Piaclii:*! Insmictions in QiuntitatiTe Aaaajing with the Blovplpc. 

Fowler's Sewace Toik* AoalTUi 

Freuoiiu'BMuiulof QuiUtadTeChaiDicalAnalTUi. (Wells.). 

H*DQalotQB>llt«tlveC1uaiicalAjialTiii. Parti. Descriptive. (Wells.) 

Sritam of Instruction in Quantitative Chemical Analysis. 
iToIs. (SkorUv.) 

Pndtva'a Water and Pubhc Health 

Varman's HanBal of PiacticBl Assayins 

Otn'i Gas and Fuel AnalyBis for EnB:ineer9 

Orotenfelfa Principles of Modem DaiiT Practice. (WoU.) 

HammanlaD's Text-book o[ Phy^ological ChemiitiT. (Handel) Svo, 

Halm's Principles ol HalhematicHl Cbeoiislry. (Horgan.) 

Hhida's iDOrEonie Cbemiitiy 

* Laboratory Hannal for Stodsots 

Halknian's Teit-hook of Inorganic Chemistry. (Cooper.), . . 

Teit-book of Organic Chemistrj. (Walker and Hott). . 

SapldDi's (Hi-chemists' Handbook 

Jackson's Diiectioua for Laboralory Work in Phy^oloclcal C 

Keep's Cast Iron 

Ladd's Hanual of Quantitalire Chemical Analysis 

LandauBC's Spectrum Analysis. (Tinglt.) 

Latsac-Cohn't Practical Drinsry Analysis. (Loraoz.) 

Luch's The Inspection and Analysis of Food with Special Reference tc 

CodQvL (/fi prfparaiicn,) 
LVb's ElBctro lysis and Electrosyntheris of Orgaaic Compoimda. (Lorenz.) 
Haodel's Handbook tor Bio-cben-tcal Laboratory 

* Harlla's Laboratory Cjuide to Qualitative Aoaly^ witb the Blowpipe . . 
Mason's Water-supply. {Considereil Principally from a Sanitary Standpoint) 

3d Edition, Rewritten 

Eiaminatlon of Water. (Chemical and BactatiologicitL) 

Meyer's Determination of Radicles in Carbon Compounds. (Tingle.). , 

WUer's Hanual of Aasayini 

Hliter's Elementary Text-book of Chamistry 

Btorjan's Outline of Theory of Sohitton and ita Results 

Elements of Physical Chemiiliy 

Hichols's Water-supply. (Considered mainly from a Chemical and Sanitary 

Standpoint, 1883.).. 

O'Brine's Laboratory Guide'in Chemical Analyiii Svo, 

O'Dtiscoli'sIToteson the Treatment of Gold Ores 

on and Eolbeck's Text-book of Cbemlcal TacbnoloEy. (Loieni— Boiait.) 

(If) pTepamtion. ) 

* Penfield's Hates on Determinative MinaralofT and Bacord of Mineral Tests. 

Svo, paper, 
Metefs The Alkaloids and tbaii Chemical Cooslitution. (Biddle.) (Jn 



Pinner's iDtroduction to Organic Cbemistry. <Aualan.) 

PdoIb's Cakiriflc Power of Foeli 

• Reisie's (Jutde to Piece-dyeine 

RlebardsanilWoodiiiaii'BAir.Water.and Food from a Sanitary Standpoint. Svo, 
Klchatds's Cost of Liiing as Modified by Sanitary Science 

Cost of Food a Stody in Dietaries 

• Sichordi aad Williams's The Dietary Computer 

aiekatti and Russell's Skeleton Rotes upon loortwulc Cbtmbtiy. (Part L— 

... Hon^metalllc Elemsnta.) Svo, moraeco, 

4 T ,00' 



RlckstM and Hllkc'i Notea on Amrini Sio, 

RideiU't Scwase ud ihc Baci«Ti«l PurUcttioii of Ssw<c« ^.Sto 

Ruddlnian's Incompatibilitiu ia PtMCiipIiom. Sn^ 

Salkawiki'i PbrsialaciMl uid Pathalogic*! Cbunistcr. (Onidorft.) 

ISharlli/.) 
Schlmpf ■) Tnt-boDk of Volumetric Analyaii 

£s*«itul» of Volumetric Ajulfui - ^ . . ^ -..,-. 

^penur'e Handbook for ChemliU of Beel-nicar Houiei. l6mo.Illo 

Haadbooh loi Sui*[ Haaufactunn and their Cbemliti . .t6mo, nu 
StockbndgE'a Rocks and Soila 

* Tillman'a Blenuntarr Leasan* id Heal , 

* DBBcriplivB Genital Chemiatij 8to 

TreadwrU'l QuaUtatiTe Analyna. (HalL) 

TuRieauR and Ruuell'a Pablic WaleT-rappHea gn. 

Van Deventer'a Physical CbemiaOr (or BeciimeTa. (Bottwood.) 

* Walkfl'a Lecturea on Explpvvet 

Welta'a La^raiory Guide in Oualitatin Chamica] Aoalrdt. 

Short Course in InoriaDlc QaalitatJTt Chtmical Analrrii tor Bactnmriiis 

Wbipple'a HlcioicDpy of Drinkinc-waler 

Wiachmann'i Sofar Analyaia - . - . ^ - - . . . . ,Siiia 

VUaon'a Cyanide Procaaaea. 

Chlaiioation Process iidm 

TuUini'a Elementary Conrae in laortanic Pharmaceatlcal and Hedical Chem- 



ClVn, EHGIITEERIIfG. 



Baker's Enetamra' Suneylnt Instruments iioui, 

Bliby's Gmpbical Computioc TaUr. Pare leiXMilncbca, 

•• Btur*! AncienI and Modern Eucineerinc and the lathmian CanaL (Pottacf , 



Comatock'a Held Aatronomy for £n(inMra 

Darto's Elevatioa and Sladia Tables Sid, 

BlUott^a Eoginecrln^ for Land Drainage. , - ^ ... ^ - .. ^ . - , ^ ..-..-.-.. ^ < 

Practica) Farm Drainage 

Fslwell's Sewerage. (Peaiguing and Halotenanca.) 

Fretlac's Architectural EoKlneerinc. ad Edition, Rewritten 

French and Ives'i Stercotomy 

Ooodhue's Municipal Improvemonia 

Goodrich's Economic Disposal ol Tovos' Refuse 

Gore's Elements a( Geodesy 

Hayford's Tett-book of Geodetic Astronomy 

Howe's Retaining Walts for Earth 

Johnaon'a Theory and Practice of Sorreylnc Small Svo. 

Statics by Algebraic and Graphic Methods 8vo, 

Kierated'e Sewage Dlipaeal. ta 

Laplace'* PhiloEophicii Easay on Probabilftiea. (Tmscott and Bmorr.) ii 
Mahan 'a Treatise on Civil Engineering. (iSt3 ) (Tood.) 8vo, 

Herriman'a Elements of Predse Surveying and Geodesy 

Elementa of Sunltary Engineering 

Hertlnian and Brooks'i Handbook for Surveyors i6mo, mo 

tlogent's Plane Surveying 

Ogden'a Sewer Design. 

Patton's Treatise on Civil Englnaeiiiic Svo half leaflwr. 



Bwd'iTopognipliicalDrawlasaodSkatchlai 

Mfaal'm Sn^ve and the BictnUl Puilfieitlan of Seme* 

•HbutaodBlscin'tllodeiiiStiiiie^DninEBiidHuoniT 

SHlth'i Ifanncl of Topofnphlca] Dnwini. (HcHiUao.) 

SwideilckcT^ Snplilc Stailta, wiin AppUcafioiu lo TnuMi. Bmou, and 



in Bncliuctina and Archl- 

Lav at Contncu Sto, 

Wvnn't Stareotomy — Pioblimg In Stone-cutting 8 

Wtbb't Problcnu In tha U** and AdiusImcnC of Kat\itttriaz loatrumei 



WBMa'i ToiHJiraphlc Soirayliif . . 



BRIDGES AND ROOFS. 

■•Ucr't PraeticalTTeatiseon theCoDBtiuctianof lfonHl(h«aTBiidtBi..8To, i oa 

* ThamN RiTir Bridie 4bi, paper, s <>■> 

Bbr-'i Codth on the Strenei in Brldiee and Rool TnuMi, Arcbed Ribs, and 



•■ Bd«'« Hechanki of En«ln«erinc. VoL IL Small 4to, t 

PaMar*! Treatlaa on Wooden Tmtla Bridcea 4ta, 

Fnrler'e Coder-dam Proceii tor Pien 8to, 

Oreene'a Root Tninea Svo, 



Aicbei in Wood, Iron, aikd Stone { 

Howa'a TraatJsa on Archaa 1 

Daaicn of Kmple Pnirl tnnin In Wood and Steel Sio, a 

J^naoD, Brran, and TnineaiiTe's Tbeoir and Pndka In the Dealeninc of 
Hodero Ftamad Structures. SouUl 4 

Herriman and Jacobr'a Teit-baok on Roofi and Brldcea: 

Part L—Streeeei In Simple Tiuuei I 

Part n.— Graphic Slatjce 8to, 1 

Part HL— Bridge Deaicn. 4th Edition, Rewiitten Sro, 3 

Part IV.— Hijher Stmcturea. 8to. 

Hartaon'a Hamphla Bridie. 4to> : 

WaddeU'a De PonUbus, a Pocket-book for Biid(e Encinaera. . . ifimo, morocco, 
Speciflcationi for Steel BiidEc* iimo, 

Wopd'a Traatlie on the Theory of the Con9tru(tlon of Btidtea and RooIa.Svo, 1 

Wrltcht'a Deaiinios of Diaw-apaaa: 

Part L — Plalo-girder Drawe 1 

PartIL — Rlreteil-tnua and Kn-coDnectad Lonc-apan Drawl i 

Two parti In one rohune I 



HYDRAULICS. 

Badn's Biperlmenta upon the Contractloo ot the Liquid Vein laaulns from ai 

Orifice. (Trautwine.) 810 

■•TaT*a Treitlae on Hydmufica Svo 

Cfetmh'a Hechanici of Snclneerin( Svo 

Diacrama of Haan Telocity of Water in Open Channeli paper 



CoBa't Onphlud SohitioD of HrdnuUc Problami i6ma, moioccs 

FlAtbar's l>TiiaiQonutui» and the Heuunnuiit Dl^Powar - ,^ - . - - .umo 

Pehrall'* Watar-mpptr Sncinieiinc. 8>a 

Fnull'i WatH-'povo'. 8vo 

PowM**! Whiu uid Public HMlth lamo 

WBMi-BHntion Works iim*, 

OanCuiUal and EuRer'i Genmal ParmnU for ths DaUonn Flaw of Walu id 

Riven and Otlur ChaniiBk. (Hsiinc and Tnutwinc.) Sto. 

Hawa'* FitDatioo of PabUc VaMr-toppI; 8vd 

Hazlohnnf ■ Towan and Taoki foi WatM-wocka 8to 

OanchBl'* 119 Biparimaati od tha Cairrliic Capacitr of Laria, Rivatcd, U«tal 

Condoit* 

MaaoD't Walar-anpplr. (Couiderad Principallr from a SaDifatj Stand- 
point.) 3d BdiUoa. RemltMa 810, . 

■brriman'i Trealin on HrdiauUci. gtb Edllioo, Rewilnen 810, 

• lllcliie*t ElamcDti of Analytical Hochaalcs. . 

SclUTlai'i ReHTToiiB for Inication, Walir-povar, and Domeillc Watcr- 

■upplr ! Large 8to 

•• Tbomat and Watfi Improvtmsat of Rlyats. (Pott., 44 c. additional), 4(0, 

Xnmaaim and Riuaall'i Public Water-iapidio* 

Tasmaan't Dedm and ConitrnctioD of Danu 

Watcr-nppiT of tha Citr of Ntv Tork from i6s8 to i8i)9 . . 

Walibach'i BrUcauUct and HrdrauUc Uotan. (Du Bols.) 8vo, ; 

Wlbon'a Hanual of Iirigatioo Enfioaariac Small 8vo. 

WoUTa Vindnilll a* a Prima Hovat. . 
Wood's Turinnei 

Elamanti of AnalTtical II 



UATESIAI^ OP ENOHTEERIHG. 

Baker^ Traatba on Maaonrr Construction .8to, 5 00 

Roadi and Paramanta. 

Black's Doilad Sutai Pabile Vorks Obbof 4to, 3 00 

BoraT** StrsoTtli of Katciiala and Theorr of Stmctoras 810. 

BncT** ElasHdtT and Reilstanca of tha Hsteiiala of BntfuMrioc. 6th Edi- 
tion. Rawrltlen 81a 

Bynu'i Hlthvar Constractlon 8to 

IngpccCiaD of tlie Haterials and Wrakmanshlp Bmplojgdjn Coaatradion 
i6ma, 

ChBtcb's Hachanlcs of EofliHeriDf Sro 

Du Bols'i bbchanlcs of Enfineaiing. Vol I Small 4to 

Johnson's HateriaU of Constniclion Lar(> 810, 

Kaap's Cast Iton 

Lama's AppUed Hachanlcs 

Hartans'i Handbook on Testinc Haloriils. (Hcaninf.) s>al*. 

Harrlll'K Stones for Bolldlni and Dacoratloa 

MsTTiman's Text-book on the Hechanlcs of Haterlal* Sto, 

Soencth of Hateiials 

Matcalt's SteeL A Hanual for Stael-usen 

Patton'i Practical Tteatise an Foundationi Sto, 

Rockwell'i Roads and PsTenunts In Franc* 

Smith's Wire: Its Use and Mannfacnire Small 4to. 

UaterialB of HacMnea 

Snow's Principal Specie* of Wood 

Bpaldlng'i Hrdraullc Cement 

Teit-book onjloads and PaTementi 



Thanton's Halariali of BnciDatrloi. 3 Parti Svo. 8 00 

Put 1. — Hao-nuullic Hatctlila of Eociiuariiit and MeMlturgy Sto, a IM 

Put n.— Iron aiMl Stwl 8vo, 330 

Put UL— A TruiiH oa BruHi, Bioiuw, aad Olhai Alloy* and tbsir 



riuintDn'a Tail-book of lb> lUleiiaLs or CooilnictiDa 

riUMD's Sirsot Patemanu and Panni UaiariiUs 

V&ddell'i Da PonUbui. (APockat-bDokfocBildcaBiicliiaaca.). .11 

SpeciScatioiu lor Suet BridE«. 

Wood'i Treatise on the Reaiiunca of Katerlali, and an Appandli 01 
arvatton of TLinbar 

Elomenl* of Analylical Mechanic* 

Wood's Rnstlaaa Coatlncs. (Shortly.) 



RAILWAY EHGIREERIRG. 

Andnwa'i Handbook for Street Rallwar Engineers. 3X5 incliaa- morocco, 1 35 

Bari'lBaiidiocaandStnictureiof AmaricaD Railroadi 4to, 3 oo 

Brooks's Handbook at Snact RailiDad LocalioD ifimo. moracco. i 50 

Butts'* Civil Englnier'B Field-book i6mo, morocco, a so 

Cnndall's Tiaaeition Cdttc i6mo, morocco, i 50 

Railwar and Other Earthwoik Tables '. . . .Sto, i jo 

Dawson's"Encineeiiiv"andElectricTrBctiDnPocket-lwok. itimo, morocco, 50a 

Dredca's Hinorr of the Pannsrlvania Railroadi <iS7e) Paper, 5 00 

* Drinker's Tunna lint, Eiploslra Compounds, and Rock Drills, 4to, haU ICDr., 3S "O 

nailer's labia ol Cubic Yards ^ Cudboard 15 

Godwin's Raikoad Engineers' Fiald-book and Eiplotan' Guide i6mD,mOT., 1 so 

Howard's Transition Curve Field-book i6mo, morocco, i So 

Hudson's Tables for Calculatini the Cubic Contents of Excarations and Em- 

bankments Sto, i od 

Uolltor and Beard's Manual tor Retident Entlnears rbmo. i 00 

Hack's Field Hanual for Railroad Encineen i6mo, morocco. 3 oo 

PhUbrick'i FieU Manual tor Encineera I«mo, morocco, 3 00 

Pratt and Aldan's Straat-raUway Road-bed Sto, a 00 

Saarlei's Field Enginaering 161D0, maracco, 3 oo 

Railroad SpiiaL l6mo, morocco, i so 

Taylor's Priamoidol Formulie and Eartbwocii 8to, i so 

a Traotwlna's Helhod of Calculatinc the Cubic ConteDti of EicaTatloaa and 

Embankments by the Aid of Diacranii gro, 1 00 

The Field Practice ol jLayinc Out Circular CurTas for Railroads. 

a Cross-section Sheet Paper, 35 

Webb's Railroad Construction, id Editloo, Rewritten i6mn. moracco, s 00 

VatUogtoa'a Economic Theory of the Location ol Railways Small Sto, ; 00 



DRAWIHG. 

Barr'a Kinematics of Machinery Bvo, 

• Bartlatt's Mechanical Drawing 8vo, 

• '• " " Abridged Ed .Sto, 

Coolidge'a Manual of Drawing Sto, paper, 

DuTley's Kinematics ol Hacbinas Sto, 

HiU's Tait-book on Shades and Shadows, and PerspecIiTe 8vo, 

Jonei's Machhie Design : 

Part I.— Kinematics ol Machinery 8vo, 

Part U.— Form, Strength, and Proportions of Parta . .8vo, 



HuCord's Elementi of Dcicriptiva OvoniBtiT 

'Kintmatlcs; or, Pncti<wl Uechuikm. 

Mvctunlccl Drmwins ...,,,,...'.,. 

Velocity DlMiri.m> 

• Hahu'i DncripUTi Geomalry and Stonc-cattliis. . 

IndiuDrlal DntwlDt. (Thooipson.). 

Rnd'B TDpognptiical Dnwing and Sketching 4ta, 

ftdd'n Count In H«hanlcil Dnwins. 

TBit-book of HwhtuiJcal Drawing 

RobioMn'B Prlodple* of Hecbulim 

Smith'i Hanul of Topognphical DiawlDE. (HcHUKn.).. 

Wunn'a ElcmiDtiofPluc and SolHFTsfr'buidOeoiiiettlcalDnwiiig. .lima, 

DraltiDi Initminciiti and Operatioiu. , . 

Hanoal bf Elementair ProleciloD Drawinc . 

UannBl of Elimcntary Sroblam* In the Lineal PeftpectivB of Ponn *od 
Shadow 

Plane Problem! in Blementair Qeomatrj. . 

PrlmaiT GeomBtrr 

filcmentB of DcBcripdTB Geometry, Shadowi, and Parapectire ....... 8vo, . 

Goneral Problenu of ShadcB and Shadowi 

EtemaotB of Machine ConaQnctf on and Drawing 

Problem*, TheoremB, and Eiamplea hi Deacriptin GeometiT . 
Weiabach'a KlnamatlcB aad the Power of Tnaammnn. rHermann ard 

ElBin.) 8to. 

Wbelpley'* Practical InBtrectioo In the ArtolLBllarBiignTiDg. ■ 
Witaon's Topographic Survaring 

Free-hand Penpectlve 

Free-baad Letterinc. 

WoolTt Elementary Course tn Descriptive Geometry 

ELECTRICITY AHD PHYSICS. 

Anthony and Braekett'a Teit-boofc of Physica. (Hagie.) Small Svo, , 

Anthony's Lectnie-notes on the Theory of ElecOical Heasiuemanu iimo. 

Banjambi'a History of Electricity Bvo, , 

Voltaic CeU, 8to, , 

ClaBBeo'i Quantitaiiie Chemical Anoly^ by ElBctrolTsis. (Boltwood.). .S«o, . 

Creboie and Seoier's Polarizing Photo^hronogiaph . . , , ,8vo, , 

Dawun's "Enirineering" and Electric TractiDn Pocket-book. . i6mo, morocco, 
DoleuUek'B Theory □( (he Lead Accumulator. (Storage Battery.) 

(Shnrilj,.) (Von Ende.> 
I>ahtm's Thermodyaaipics and Chemistry. (Boigoss.) . . 
f lather's Dvoamameten, and the Ueasuremenl ot Power 

Ouoerr's De Magnete. {Hottelay.) 

Hanchelt's Alternating CurreDtB Exphdned. (Skotlly.} 
Hohnan's Freciiion of Heasuremenis 

Telescopic Uinor-BCBk Hethod. AdjUBtmsnts, and Tesla. Laige Bro. 

Lanaauet's Spectrum Analysis. <Tiogle.) 

Le Chatelier's Higb'temperalure HeanirementB. (Boudsuaid — Hurgesi.: 
LSb'iElectrolyiis and Electrosynlheui of Organic Compounds. (LoreDl.) 
•lyons'sTreBtiKonElectromagnelicPheaomeaL Vols. I. and n. Bvo 

• Uichie. Elemeats ol Wave Motion Relating to Sound and Light 

niaudef s Elementary Tceaiise on Electric Bstteries. (Flahoack. i 

• Parstaall and Hobart's Electric Geagrators. Small 4I0. half mc 

• Rosenberg's Electrical Engineering. (HaldaneGee— Kinibmnner.). . 

Ryan, florris, and Boxie's Electrical Machinery. VoL I 

Thunton's Stationary Sliam-enginei 

• Tillman's Ekmsntaiy Lessons in Heat 



Totj aad Pttchcr*! Manoal of Labontorr Phrrii 
DDu't Uodnn Eltctrolrtic Copper Baflnlni . . 



Wkh"! Bii(lnwriii( and ArchitMtiina Jnriiiirudrae* 

Siaepi < 
Law of Opantloni PnHminaiT to ConMnuftoa in Bn^iueriiic and Aicbi- 



KAHUFACTDHES. 

Banudou'i SmokaltM Powder— Rltro-ccllulou and Ttuoi; of tlu Ccllulots 

Holecula 

Bolkad'a IroD Founder . . 
"Tbo Iron Foundu 
EncTcloptdia of FoDodlas and Dietionarj of Fooodrj Termi Di«d In 

Pimctlce of Mooldlnf ' , .... ^ .... ^ ......... , ii 

UnliT'i ModoRi Hish Eiplodm 

Bflront'a Eoiymn and thdr AppUcatloiw. (Preacott.) 

Fiticaratd'i BoMon Machinlit it 

Ford'i Boilar UaMag for Boilu Hakan i! 

Hopldni't OU-chamlitl' Handbook 

Kmp'* Cait Iron. 

Lsacb'! The InipeetfoD and Anatrili of Food with Spaclal Raference to Stela 

ConQvL (/n pnjtanui^n,) 
HatCBlTe SteeL A Hannel for Sleet-UMil. . 
Hetcilfa'i Coet of Uacufacturst — And the Adml&iatration of WorkihopB, 

Public and Private 8l 

Hayer'a HodeiD Locomotive Construction (i 

• Relsis'a Ouide to Pioce-dTeing 8v 

Smith't Prees-worHai of Hetali 81 

Wire; Iti Dm and Uanufactnra Small 4 

Spaldins'g HrdiauUe Cement Iin 

Spencer*! Handbook for Chemlati of Beet-aivar Hooaa* i6nio, moroci 

•■aDdboo:! torangar Maanlacnirera and their Cliemlati. . , iSmo. morocco, 
ThontoD'a Hanuel of Steun-bolten, their Detigiia, Connractlaa and Open- 

* Walke'a Lecture* on Biploaive* 

Weat'a American Foundry Practice . . . 

HoDlder'i Text-book 

^lachmann'a Sugar AnalTsb 

Wolff's Windmill aa a Prime Hover . . 
VoodboiT'a Hi* Protection of Ullla. 



HATHEHATICS. 

Baker'a Elliptic FoncliDns 8vo. ■ j 

• Baal's Elamanta of IHSereatlal Calcotna lamo, 4 < 

Britxi's,Blements>f Plana Analrtic Gaometrr iimo, i 

» >o;>lc 



Coaipton'i M*"i*' of LoffarLthinlc CoinpatAtii>]ki. ,,. ^ -..,,-,- - 

DbtIi'i IntTodncIiDn to the Loclc of AJscbi* 

* Dlckioii'i Colliie Alisbn Lug* 

* Lalroductlaii to tha ThMiT of Algtloak SqnatloDi laifg 

HalMwl'* EiBinaiit* of G«oiD«ti7 

ElrmrnMiT STDihetic GmmctiT 

Ratloiul GwmetTT. (Sliarav-} 

* Jotuuon'i TliT»M>l>ca Logulthnile Tablkii VeM-pockel itie ; 

* HnuiM on Iimtt cudboud, 8 X lo Inchu, 

10 co^M foi 

GlemsDtUT IrutiM on tha Intnn) Calcohn SnuUl 8to, 

Curre Tracing In Cartedan Co-oidlnaMa 

TnatiH on ardinarr and Paitial Difltmitlai Bqoatiana Sm 

Thaory ot Erron and tha Hethodof LaailSanaiM 

* Tbeoratical Uachaoks 

Laplace's PblloMphlcal Enay on ProbablUtlM. (TnucoR and Emocj. 

■ Ludlow and Baift. Elcmenia of TiiEononutTT and Logarithmic and Othar 

, Tablai * 

TiltDsameCrr and Tablai pabliihed iapantely Eai 

Kaanr'i Tachnical Hecbanlci Sv 

Mairlman and Woodwaid't Hlghei Hathematici 81 

ICaiTlinan*! Hethod of Leaft Sqtiaras, '-......,..' , - ,81 

Rica and Johiuon'i Elemental? TreatiM on th« Dlffanntlal Caknhu . 8m., » 

Dlflerantial and Integral Calcuhu. 1 tdIi. Id one Small Si 

Wood** Elementa of Co-oidin«t« Goomatiy » 

TricoDometrr: Analytical, Plane, and Spharlcal . , 110 

MBCHAinCAL EROIKEERma. 

JtATERIALS OS SflOIHEERIllO, STEAU-BIIGINBS ft 

Baldwia'i Steam Haatinc for Bnildinct 

Ban"* KlnematicB of Hachlnarr 

* Baitletf ■ Mechanical Dravinc 

* " " " AbiUswIEd. 

BeolanUn'a Wrlnklat and Racjpat 

Catpanter*! EiperlmentaJ Eniineerini 8td, 

HeaHnz and Ventllatinc Buildinii 

Cnj't Smoka SuppteBalon In Itana ualni Bitnminoui CoaL 
aratim.) 

Clark's Gtu and Oil Enclne . . . ^ Small 8to. 

Coolidce'a "■""■! of Drawing 

Cromwell'a Traatlia on Toothed Oearina 

TraatUa on Belts and Puliers. 

DdtIbt'i KinamatiGi of Hachinea 

Tlather*! Dynamometers and tbe Haasurenuul ot Pawar. 

Rope Drlrini . . 

OtlFs Oaa and Fuel Analyiii tot 

Hair* Cat Lubrication 

HuttOD'i The Oas Encine .Sio, 

Jooaa's Hachloa Daiica: 

Part I.— Kinemaae* of VacUnei 

Parin. — Form, Stronolh, and Piaporlioni of Parts Sio, 

Cent's Mechanical Enclneer's Pocket-book I<}mo, mdtvcco 

Kerr's Power and Power TrantmiBlon 

KacCord's Kinematics; ot, Practical Hechanism. 

Hachaolcal Drawing 

Telocity Diacnms 

II 



Malun'i iDduiDUl Dnwinc. (TbompwiD.) 8>o. 3 y> 

PDolt't Calorific Powar of Fuels Bro, 3 00 

Ralil'i CouTM in Hgchiwical Dnwinc 8vo. a on 

Ttrt-taoDk of HcchnnicalDrairiiituidBlMiunUiTKactiiiuDcaicii. ,8vi>, 3 00 

Riclurdi's CompTfiiAed Air. ^ ,,,-.., ^ ... ^ .,. ^ ..-.,, - ladao, i so 

Roblnaoii't PrlaclplflB of Hachuuun. .............................. .8to, 3 00 

Smitb'i Pists-'workiiic of HeUli St", 3 oa 

Thunton's TnadH on Friclion and LoM Work in UaclilnerT and Kul 

Anlnmlaaa Itocbint and Prime Molori and tin L«w» of Bn«ictic».nmo. i oo 

Wamn* ElemeTii* of Hactalni Caostiuctlor and Diawinc Ero, 750 

Wtiabach's Kinematiei and the Power of TraramlKli>D. HefTOUDn— 

Klein.).. flvo, 5 SO 

Macbiner? of TiansmlMion and Gmernon. (Herrmann — Klein.). .Sva. 5 00 

BrdiauU) and HrdiauUc Motors, (Dn Boia.) Svo, s 00 

Wolffs Wiodinia»8aPriiiw Hdtct. 8»o, j 00 

Wood's Turbine* 8n). 1 50 

MATEKIALS OF EITOmEEKIIfG. 



' Reset. 8to. 

Cborcb't UBcbaaio of EnclnMrlae 8to, 

Johnson'* Hatoriali of Construction Lari* Sto 

Caep's Cat! IroD Bn, 

Lania'f AppBed If edianio Svo 

Hartena'i Handbook on Tettlac Hateriab. (Bsooliic.) 8>o 

Heniraan'B Tett-book on tbe Hechanic* of Hatertals Sto 

SCTBOEth of Haterali iimo 

MetcalTi SteeL A Uannal for Steel-nun iimo 

Smith'! Wire: Its Uae and lUnafactiin Small 410, 

Hsteiials of MacbiiMS . iimo 

Thontoa's Materials of Eaclneectnt 3 toIs , Sto, 

Part n.— Iron and Steel f 

Part HL— A Treatise on Bnnes, Brooies, and Other AOoys and tl 



STEAM-EKGIHES AKD BOILERS. 

Camot'i Reflections gn tlie HoIiTe Power of Heat. (TbumUn.) iimo, 

Dawson's "EnKineerine" and Eleitiii Traction Focktt-book. .l6ma. mor., 

Ford's Boiler Making for Boiler Makers i8mo, 

Gosa's Iflcomotiie Sparts 8to, 

Hem-owBf'a Indicator Practice and Steam-eng.ne Economj lamo, 

Huttoa'' Hecbanical Engineerinf of Power Plants Sto. 

Heat and Heat-engines. Syo. 

Kenfa Steam-bo' ler Economy Svo, 

Kneass's Practice and Tbeorr of the Injector Svo 

HacCord's Slide-valves Svo, 

He;er*s Modem Locomotive Conatroctioo «lo. 

13 



pMbodr'i Uanna. of tha Stoam-easiiie ] 

Tabks of the Properties 

Tlurm«tTiumiu o[ tba Stenm-t 

Vaivt-tttn for Steun-enEinei 
PHbody uid Hlller'e Stcim.boilers 
Pr>T'> TwentT Yean njth the iDdiu 
Puphi*B TheriDodyiiamici of ReTeni' 

lOtlerbMJ.) 

Raagon'G L^TcamotiTM : Sfroplei Compouod, and Electric, ^ 
Santgen's Prtnciplai of TharmodTaamics. (Du Boii.). . . 
Sinclair's Locomotive £ii|lDa Rmuiiiii ami Uanagement , . 
Sioart'a Bandbook of Eivlneering; Laboratory Practice . . . 



Spangler's Valvo-gaais 

Hotea on ThsmiodyoBallcI 

Spanglot.Greane, and Marshall's Elements of Suam-eniineering.. . . . 
Thnnton's Handy Tables 

Pait I.— History. Swoctuce, and Theory ...8vo, 

Part n.—DeBijn.Conatruction, and Operation. 

Handbook of Encine and Boiler Trials, and Ihe Die of the Indicalt 
the Ptony Brake 

Stationary Steairi-eniinei 

Steam-boiler EiploaionB in Theory and in Practice 

Manual of Steam-boilerr , Tbeir DaslCDt, Construction, and Operation .8va, 

Valihacb's Heat. Sleam. a i Steam-toglnes. (Du Bole ) 

Thitham's Steam-encin* 1 isicn 

Wilson's Treatise on Steam- boilera, <FlalheT.) 

Wood's Thstmodynamics. Baal Motors, and Refrltcratint Machines. . 

HECHAincS Aim MACHHIERT. 



Bur's Kinematics ot Maehinery , . 

Baiey's Stienetb ot Materials and Theory of Strec 


lutes 




.Svo, 
.8to. 

iimo. 
.8*0, 
.8to, 

amo. 

-Bro. 
.8vo. 

.8yo, 
*to. 
4to. 
.8iro, 
emo. 

imo, 

Rvn. 


1 so 










Church's Kechanies of EogineEring 






6«o 


Compton'. First Lessons In Metal-worWnf 






I so 








I » 










the ttse 


f College 












Diedie's Record of the Transportation Eihiblta Bulldini 


Bf the » 
half mo 


3 SO 

3 SO 
7 so 
































4 00 


Fitzgerald'i Boston Machlniet../. 
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HalTi Cu LvbiicBtioD 

HsUt^ Art of Saw FIHns 

* Joluuon'i Theoretical HacbiDlu. . . 

Statla ti7 Gnphic and Altcbnlc Hathod* Bro. 

Jonu'i Kachlna Declcn: 

Part L— Klnamatlca or HachiiMnr 9ni, 

Fan n. — Form, Strancth, and Proportiaiu of PaitJ 8n>, . 

CeiT*t Pottir and Pamt Tranimiirien . . 

LaDia'a Applied Uedunlix Svo, 

MuCord'i Khwnatka; «, PracUcal Hacbaninn. . 

Velocitr Diagnma Svo, 

Kannt'a Technical Heebuik^ 

Heniman't TsM-book on the Uechanlci of Material*. . 

* lilchle>a Blementi of AnalTtical Alechanici Sro. 

Ka«C>n'g LoeomotiTei: Simple, Compannd, and Electric. . 

Raid'* Cotirw in Hechanlcal Snwinc Svo, 

TeTt-bookof Hecbanical Drawing and Btomcatarr Machine De^Cn. .Svo, 

Rlcbuda'a Compreased Air 

Roblnion'a Piisciple* of Mechanism, 

Stod- Roirlai and Hode'B Slectrical Machinery. . 



Smlth'i Pnn-working of Meub 

Material* of Machine* 

' Spanfleii Gnene, and Manhall's BietDenti of Steam-eni 
Thunton'i Treat!** on Friction and Loet Vork in MaehlDerr and Hill 

Work - 

A"lt"#1"f**^^^"* and Prime Motor, and the Lawi of En*FEetic* . 1 

Varren'* Element* of Machine Cooitrucllan and Drawing Svo, 

Wdabach** Kinematic* and the Power ol Transmlt^n. (Hemnann — 

Klein.) 

MachinaTT of Tntnmi»*lon and Oavemon. <H<rTiiiaiin — Klein.). Svo, 

WoDd't Element* oi Analjrtical Mechanic* 

Principle* of Ekmentafy Hecbaoiei 

TnrUiw* 

TlieTorld'iCohimblan Exposition of iSgj 

HETALLTTRGT. 

EslBBtoa'a HstillurgT of Silver, OoU, and Mercnrri 

VoL I.— SUver 

, VoL n,— Gold and Mercury Svo, 

•• lie*** L«ad-*meltnig. (Po*ta<e p centa additloDal.) 

Keep'* Can Iron 

Kunhordt'* Practice of Ore Dreadns in Europe 

La Cbatelier's Hlgti-temperalure Meanirementi. (Boudonaid— 

Metcalf '■ SteeL A Manual tor Steel-nter* 

Bmttb'B Material* of Hachine* 

nnuMon'i Miteiiala of Encineerinc. In Tlaee Part* 

Part U. — Iron and Steel Svo, 

Put m.— A Treatiae on Brane*. Bronze*, and Other Allon and their 
Conatituenti 

nike'i Modem Electtolytlc Copper Refinint 

mnERAlOOY. 



BaninEer'i Deacription of Uiierab of Commercial Valne. Oblons, morocco, i 

Bord't Resource* o( Southwest Virginia Svo, ' 

Hap of Southweit Vlrilnla Pockat-book form, i 
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BnA'i Mjuitud of DttanniiutiT* WncnlosT. (PinflaU.) 

Cbattn*! CatalotiH al lUiiuala Bra, 

Cloth. 
DlctlDiuiy af tlu Btmat of Hintnli 

Dau'i SjiUm of HlnanloiT- Lug* 8ts, h«lt luther, i 

nm ApinDdii to Duia'* How **Stiuiu of MiiwialDCT." L>r(o 8td, 

Teit-book of WaenlocT ~ 

Hinanli and How to Stndj Tliaia.\ . , 

CaUlofMe of Amoiicaa LocaUtiM at Ubignli LusaSvo, 

lUniul of HinenlotT *ad Pitroctaph; iim 

■ikli-i Mimnl Tablu. <5k«rtltr.) 

BtlMtOD't Cattlocnc of Hioonti uul SrooDTOU Si 

Biuuk'a The DelonuinattDD of Rock-fonnlnc IDiun]*. (Smith.) Small Bi 

ManUl'i Non-HetaltK Hlmarali. IShortlv.) 

• Puifield'i Bot« on DetwiiilDatiTo HinoralofT and Record ot Hinml Tsiti. 

8*a, ptpcr, < 
BoatDbnicb'i IDcioicopkal FhTdopmphr of tb* Rock-makbic IDiunl*. 
(Iddlnci.) ' 

• miiiiui'i Taxt-book of Important Uiutali and Docki 

WiUUmt'i Hunal ot Utbokwr 

HJAUIO. 

B«ard'( Ventilation of IHnM lamo, i 30 

BoTd** Rmoutcm of Southwut misinia Svo, 3 oa 

Hap at Soulbweal Vlriliila Pocket-book latm, 1 oo 

* Drinkor*! TnnnoUnc, Eipkidis Compoood*, and Kock Dtilli. 

4to. baK norocco, is 00 

Bbilet'a Hodero Hlfh EiplodvM 8>a, 

Fowltr*! Sewaie Worki Aoalrsea iima, 

QoDdrear'i CDil-nunn of tha Wolteni Coaitof tho Unilad Statu iimo, 

Iblaenj^B Mannwl ot Hlnlnc. ................................. ^ . ,8to, 

■• Ilsg'a Lead-imgltint. (PoMaca pc. addltioaaL) lama. , 

Knnhardl'a Pnctlc* of Oia DtMdnf la Europe Bvo, 

O'DiiuolTi Not« on the TicBtniont of Gold Or** Std. 

* Valkc'a Leetniaa on Explo^Tea 8to. 

Wilun'a Cyanide ProceMoa , iimo, 

Chlannadoa Ptdcmi iimo, 

ErdiauUc aod Placer Mining 1 

Treatlaa a Practical and Theoretical Hina Tnitflatioa 

SAHITAKT SCIENCE. 

eopeland'i Manual ot Baetarloloc7- ('o irrtpaTatien.) 

Volwell'a Sawarase. (Derignini. Cooitnictlon and Halntenanco.) Bio, j 00 

Vatcr-aupply Encineerlnc Std, « 00 

rnertaa'a Vatet and Public Health ■ jmo, i 30 

Water-filtration Works.. iimo, 1 50 

•arhard'a Guido to SanitaiT Hooia-inapactlon i6mo, i 00 

Goodrich'! Economical Dlipoaal ot Town's RatDat Demy Sro. 3 50 

Bazan'i FUtTBtloa of Public Watai'Sapplias Sro. 3 00 

Kierated'a Sewace Diapoaal rimo, i 15 

E«aeli's Tlu Inapccttoii and Analyile of Food with Special Kaferaoce to Slate 

CoatioL (In preparation.) 
IBuon'a Walei-nipply. (Considered Principally front a Sanitary Stand- 
point.) 3d Edition, Rewritten Sm, 4 oo 

Eiamination of Water. (Chsmlcal and BacterlolocleaL) iimo. iraj) 

15 "■'S''- 



SUndpoint.) (1883.) 

Of den's S*w« D*Bijn 

•Price's Handbook on Saniiation 

Rfcharda'9 Coat of Food. A Study in DieUiie* 

Cost of Livini u Modified by Ssoitary Science . , 

Rlcharda ind Voodnun'i Ail, Water, and food trom a Sanitaiy Slaad- 

• Richards sad WUlianu's Th» Dietary Computer 810, 

Rldeal'a Sewage and Bacterial Purification of Sewage 

Tomeaure and RubbcU's Public Water-topplies 

Whippte's UicroBcopy of Drinldns-wateT 

Woodhull'i Hotel and Hilitaiy Hygiene 

HISCELLAHEOgS. 

Buket't Desp-9«B SoDndioga Svo, 

Bnunona's <>eoloEiciil Guide-book of tlie Rocky Kodntala Eicnnlaa of lb* 

International Congresi of Geoloeiata Laifa 8vo, 1 

Ferrefs Popular Treatise on tbe Winds Bto 

Haiaes't American Railway Hanaiement iimo 

Hott's Compositiaa, DigestlblUty. and HutritiTe Value of Food. Mounted cbart 

Fallacy of the Present Theory of Sound i6ma 

Ricketts's History of Rensselaer PalytMbnic InMltate, 1814-1804. Small Sto 

Rothetham's Kmpnaiiied New TeatamenI Larie Bro, 

Steel's Treatise an the Diseases of the Doi 

Totten's Important Question in Uetroloiy 

The World's Columbian Exposition ot iSu 

Woiceiter and Atkloaoo. Small Bospjtals. Establishment and Haiatenance, 

and SuitestloDB lor Hospital Architecture, with Plans for a SmaU 



HEBREW AKD CHALDEE TEXT-BOOKS. 

Oieen's Oranuuar of the Hebrew Lancuage S' 

Elemtntarr Hebrew Grammar im 

Hebrew Chletlonuthy S< 

QsMnius's Hsbrew and Chaldoe Leiicon to the Old Tattanuot Scriptur< 

(TreceUes-t. SniaU 4to, halt moroct 

Latteris's Hebnw Bible : »■ 
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